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ORGS LOM, 
DUST CONTROL System 


ARE DESIGNED, INSTALLED and 
GUARANTEED to GIVE YOU the 
RESULTS YOU WANT 





There are three main steps in the 
planning and installing of a dust 
control system by Kirk & Blum to 





meet your particular needs. , 
First our Engineering Staff makes a 
a thorough analysis of your indi- LV 


vidual problem. Next the correct i 
units—wet, dry or centrifugal— Ubi 
are selected from among the vari- ‘ 


ous makes available. Finally a This large Kirk & Blum Dust ntrol 





, : System exhausts one hundred thousand 
complete system is designed and Sina: Supinsers solved the geebiain af te 
installed, guaranteed by Kirk & to building. saving much beet and. alii 
Blum to give you the results you nating dust nuisance in neighborhood. 
want. 


For over 36 years, Kirk & Blum 
Engineering Staff has specialized 
in the dust control field. This is one 
field in which it never pays to ex- 
periment—and always pays to get 
the unbiased counsel and planning 
of Kirk & Blum experts. 





Write 





titis,’ 
Send for Booklets: rah 
bd Installed in plant of large grinding wheel po 
‘Dust Collecting Systems in Metal Industries’’ manufacturer, this K & B System captures 
‘Blower Systems for Woodworking Plants’’ fine dust at its source. Special hoods are 
‘‘Fan Systems for Various Industries’’ used with hinged tops and counter-weighted THE 
“Industrial Ovens’’ for access and removal of abrasive wheels 
‘Data On Kirk & Blum Production Facilities” Each hood is equipped with a trap for 
“Cooling Systems for the Glass Industry’ heavy material deposit 


She KIRK & BLUM MFG. CO. |g 


2802 SPRING GROVE AVE. CINCINNATI, OHIO 












Millions applaud 
wm | a fighting 
d champion 
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Control 
thousand 


WRITE FOR FREE BOOKLET! 
Write for booklet, “The Answer to Industrial Dermo- 
titis,” which includes comprehensive chart of specific 
PLY formula needed to prevent each form of industrial 


ng wheel dermetitis. 
captures 


wheels. THE MILBURN COMPANY 
. 3246 East Woodbridge 
Detroit 7, Michigan 
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The ALLSAFE AIRGARD © 


used all the time.-- 
g and Punching 











is 





1 For Formin 
2 For Blanking 

$3 For Strip Blanking 

4 For Work Held in Hand 


The Allsafe Airgard is adaptable 
to 95% of punch press operations. 
It gives the operator complete pro- 
tection against the press starting if 
the operator’s hand is not clear of 
the gate. It protects against repeat 
strokes. It affords definite safety 
for the die setter. It protects 
against meddling. 


Protection is positive because 


complete guarding must be ac- 


complished before 
engagement of the 
clutch. The press is 
operated by an air 
impulse controlled 
and transmitted by 
the Airgard. 


Write for descriptive booklet 


AMERICAN ALLSAFE COMPANY inc. 


1245 NIAGARA ST., BUFFALO 13,N.Y. 
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Only Thom McAn Offers 
SAFETY SHOES 


A La Carte 


ne of the 300 industrial 


is in or near 0 
your plant is in © » tecated, 


as in which Thom McAn retail stores ar 


recommend the 


“Thom Ane 


RE SERVICED 
ore Shoe Plan 


i tock Safety Shoes for your 
tnt An retail stores, handle 


blant in our own Thom Mc ' “* 
cll details of Ration Banking—without cost or © 


ligation to you. 
I or 


If you have a plant shoe department — - 
prefer to continue, Thom McAn Safety sl oe - 
ALSO SOLD DIRECT, on special terms, 
to plants which are volume purchasers. 








Address: 


OM McAN—Safety Shoe Division 
25 West 43rd Street, New York 18, N. Y. 


¢ Men buy their 


Workers take x ndly to 


AMERICA’S BEST KNOWN 





Safety Shoes Bearing 


SHOE BRAND* 


Your men already know and trust the Thom McAn 
name, know that it stands for dependable quality 
—always at the lowest possible price. You see, 
there are over 500 of Thom McAn’s famous white 
front shoe stores from Maine to Texas, from Florida | 
to Utah. These stores sell more than 10 MILLION | 
PAIRS of Thom McAns yearly. 


In hundreds of the Nation’s most progressive plants | 
we have proved that when you specify Thom McAn | 
Safety Shoes you get a record high number of | 
willing wearers. Which makes for desirable em- | 
ployee relations as well as improvement in your 
plant’s safety record. Write us today for details. 
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MORE THAN 500 THOM McAN 
STORES IN OVER 300 CITIES 





shoes frém Thom McAn than from any other shoe store organization in Americ 
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. .. in the nation’s war plants may be a “military secret,”” but it’s no secret 
that Self-Powered Finnells like the one illustrated above do the job of wet- 
scrubbing and drying those floors. 


With available labor so limited, and the need for curbing accidents and con- 
serving man-power so great, it does indeed take titans like this Finnell to do 
the miles and miles of floor-cleaning in ultra-vast war plants. . . it takes speed 
and mobility such as only this complete, self-powered cleaning unit affords. 
Scrubbing and drying the floor in one operation, this Finnell can clean up to 
15,000 sq. ft. of floor an hour! Has gasoline engine. Performing independent of 
power lines, the machine is free to go wherever the operator guides it. Mounts 
one-cylinder, four-cycle motor, air-cooled. Powerful ‘V’ type squeegee. 

For free floor survey, consultation, or literature, phone or write nearest 
Finnell branch or Finnell System, Inc., 3504 East Street, Elkhart, Indiana. 


% Lets All Bach the Attach — With War Gonds 


FINNE LL SYSTEM, INC. BRANCHES 


IN ALL 
Pioneers and Specialists i“ PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 


OccuPATIONAL HAZARDS 





RANCHES 
IN All 
RINCIPAL 
CITIES 


BY SUBSCRIPTION, 
one year, $1.06. 


—_—* 
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JACK E. WEISS, Editor 
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pH7 PROTECTIVE CREAM AND BRECK HAND CLEANER 


We like to believe that two of the Breck Industrial 
Preparations are helping men and women working in War 
Industrial Plants - Management has already found that 
a well made protective cream has saved many lost 
man hours - Industrial Dermatitis it is now believed by 
some authorities can be somewhat controlled by the 
use of a protective cream - Breck pH7 Protective Cream is the 
finest protective cream the Breck Organization can produce - Breck 
Hand Cleaner is made to conform to the same high standard - It 
contains no soap - alkali or gritty material and it is 
believed is also helping in the control of Industrial Dermatitis 

















JOHN H BRECK INC + MANUFACTURING CHEMISTS - SPRINGFIELD MASSACHUSETTS 
CANADIAN ADDRESS . 47 CLARENCE STREET . OTTAWA 
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KLEAR-VU Sar 


ADOPTE 


No. 3908 ~All mesh. Acetate visor. 
No. 3922 - Flameproofed blue fabric. 
Specially designed and constructed 


with elastic back to fit head snugly. 
Eliminates necessity for head-sizes. 


A few of the many lead- © 


ing industrial plants that 
have adopted KLEAR-VU 


_ SAFETY ESSENTIALS : 


REMINGTON 
ARMS CO., INC. 


WESTERN 
ELECTRIC COMPANY, INC. 


CURTISS-WRIGHT CORP. . 


) GENERAL MOTORS CORP, 


Be. 3 


ee OL RT Ee See 





GENERAL ELECTRIC CO. 
VEGA AIRCRAFT CORP. 
OTIS ELEVATOR CO. 
WALTER KIDDE & CO. 
BENDIX AVIATION CORP. 


FRANKFORD ARSENAL 
AND OTHER 
GOVERNMENTAL 

AGENCIES 


SAMPLES SENT ON REQUEST i14 West 
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0 BY AMERICA’S 


SAFETY CAPS 


No. 3904-KLEAR-VU SAFETY CAP. 
Bive plastic coated rayon top and front, 
blue mesh back. Cellulose acetate visor. 
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GREATEST PLANTS 
















~ SAFETY ARM GUARDS 


No. 3838-KLEAR-VU ARM 
GUARDS. Adjustable elastic 
tops, snap fastened cuffs. Wash- 
able plastic coated material. 
Lightweight and attractive. 





SAFETY APRONS 


No. 3850-SAFETY APRON, 
Strong, plastic coated material. 
Size: 35° x27", covers entire 
front of body. Moisture and oil 
repellent. 


No. 3851-Same as No. 3850. 
Size: 42°°x27". 

No. 3850 

KLEAR-VU PRODUCTS ©€O 
22nd Street 
New York 1] N Y 

















It is sound business to use 

danger flags on all outdoor jobs 
—street repair work, truck unload- 
ings, tree trimming operations, etc. 
Danger flags warn pedestrians and 
motorists of the presence of danger 
—caution them to take care—and 
help prevent slow-ups on the job 
and costly law-suits. 


The danger flags illustrated are 
bright (fast) red, made of sturdy 
canvas. Will not unravel. A wood 
rod is inserted under canvas at top 
to keep flag spread. Standard flag 
supplied plain or with 6 inch white 
letters in any one of three following 
words: DANGER—CAUTION— 
STOP. Following wording in smaller 
white letters is also available: MEN 
WORKING—DANGER, MEN 
WORKING AHEAD — DANGER, 
WORKMEN OVERHEAD. 





Linemen’s glove pags are standard equip- 


ment for electrical men. They protect 
oves when not in use—and insure their 
ing in reach when needed. Sizes: 15“ 
long; 8” wide—9" long; 8” wide. 





FOR COMPLETE AND IMMEDIATE INFORMATION, 
PHONE OR WRITE... 


ARMSTRONG 
Ficpply Company 


hiladelphia 21, Pa. 
Worth Broad Street, P 
set Stevenson 71626 
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tin DOCKSON CORPORATION 


383 WABASH AVENUE . DETROIT, MICH. 








At hard work on a hot day, a worker can easily throw off 
several quarts of sweat—sweat that robs his body of vital salt. 


Salt is a balance wheel in the human body. When salt is 
lost, the body is dehydrated and blood thickens. The re- 
sult is Heat-Fag, lassitude, inalertness. Production suffers. 


Loss of body fluids causes thirst. Water without salt under 
these conditions, dilutes body fluids and causes heat cramps. 


The easy way to replace salt sweated out is with Morton’s 
Salt Tablets. It costs less than a cent a man per week to 
have them available at every drinking fountain. Physicians 
with America’s | t manufacturing plants have the figures 
to show that this cuts down Heat-Fag, heat cramps, heat 
prostrations, Production stays up. Accidents stay down. 





poy it- this easy, 


vo MPLY diff ra 


1 cent a man per week 














QUICK DISSOLVING 
(Less than 30 Seconds) 
This is how a Morton Salt 
Tablet looks when magnified. 
See how soft and porous it 
is inside. When swallowed 
with a drink of water, it dis- 
solves in less than 30 seconds. 
Case of 9000, 60 

10-grain salt tablets $2 


Salt-Dextrose taiitom, 
case of 9000 - - $315 


MORTON'S DISPENSERS _- 
They deliver salt tablets, one at a time, 


quickly, cleanly — no waste. Sanitary, 
easily filled, durable. 

800 Tablet size - - - - - - $3.25 
Order from your distributor or directly from 
this advertisement .. . Write for free folder. 


MORTON SALT COMPANY, Chicago 4, Ill. 


MORTON'S. 
Neal Tag 


SALT TABLETS 
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Dermatitis—skin affection—causes many 
lost days and sufficient sanitary washing facili- 
ties are a first requirement in checking this 
trouble. Then, too, workers’ morale is im- 
proved when they can leave cleaned up prop- 


erly. 

You can change or add to your washroom 
equipment riya vst for the greater num- 
ber you now employ—not forgetting the sep- 
arate washroom for your women workers. 

One Bradley Washfountain serves up to 8 
or 10 simultaneously, thus replacing 8 to 10 
“single-person” wash basins and reducing pip- 
ing connections, faucets, etc. and the constant 

keep such i t requires. The central 





sprayhead gives each person a supply of run- 
ning water. 
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Check Dermatitis With Sanitary 
Washing Facilities 


Boost “Presenteeism” 
—improve or add to 
your washing facilities 
now. Write for Cata- 
log 4308. BRADLEY 
WASHFOUNTAIN CO., 2259 West Michi- 
gan St., Milwaukee 1, Wis. 
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\// Our PLatrorm.. 


(fn “Unaccustomed as we are to 
making public speeches, we view 
with alarm the tendency of many 
plants to overlook the dangers of 
contaminated air, and point 
with pride to the outstanding 


record SCHMIEG equipment 


— has made in correcting this un- 
e healthful condition.” 
4 
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All joking aside, SCHMIEG Dust and Fume Control Equipment 
—widely used throughout Industry—will increase operating 
efficiency, improve product quality, reduce maintenance cost and 
otherwise solve important manufacturing problems. We invite 
you to take advantage of the knowledge of our engineering depart- 


ment and consult us on your individual requirements. 


Schmieaq/ 
ENGINEERS AND Sf, wlistiwes 


PIQUETTE AT BRUSH e DETROIT, MICHIGAN 
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@ At a time when welders need 
superior equipment, CESCO an- 
nounces a new, improved line of 
welding helmets. 

These newly designed helmets 
are sturdier and simpler and have 
many fool-proof features. 

Safety engineers give them un- 
qualified approval. Welders who 
have tested them say they can’t 
be beat for comfort. (That’s an 
“earmark” of all CESCO head and 
eye safety equipment.) 


AVAILABLE NOW! 


Increased production permits 
offering these helmets imme- 
diately. Write today for your 
copy of CESCO'S NEW 
enlarged Welding Catalog. 


CHICAGO EYE 
SHIELD CO. 


2309 Warren Bivd. 
Chicago 12, Ill. 


CESCO 
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NEW IMPROVED CESCO HELMETS 
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. WARTIME 
APPLICATIONS 


PLANES—removes chips 
and rivets, cleans before 
painting. Cleans hang- 
ers, equipment, hulls, 


wings and tanks. 






INSTRUMENTS — bench 
work, assembly, inspec- 
tion, vacuum for schools 
and testing. 


CHEMICAL —cleans 
goods, prevents explo- 
sions in alcohol, paint, 






TNT, asbestos, and syn- 
thetic rubber plants. Re- 
















claims lime, rubber, flux 
and valuable dusts. 


METALS—reduces dan- 
ger of explosions of 
magnesium dust, elimi- 
nates health hazard, re- 
moves chips, scale and 
abrasives. Collects ores, 
conveys slag, recovers 
metals. 


SHIPS: Saves 
power, from bench work 
to final inspection. Re- 


man 





moves sand blast and 
shot, before 
painting. 





cleans 
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fo SPENCER VACUUM! 


We show the pre-war applications for Spencer 





Vacuum above because we are not yet allowed to 
secure photographs of the many new and revolu- 
tionary applications listed at the left. 

In all cases Spencer has speeded up operations 
with less man-power required for the job. 

Some say that bench and assembly cleaning is 
the most valuable use of the Spencer. Others point 
to the reclamation of materials, reduction of fire 
and health hazards, or the fact that Spencer pro- 
vides a new conception of stream-lined production 
where cleaning between operations is necessary. 


POST-WAR production will find these applications 
a necessity in order to compete with other plants 


that already have Spencers installed. Why not ask 


for the bulletins? 


SPENCER VACUUM 


CLEANING 


THE SPENCER TURBINE COMPANY, HARTFORD 6, CONN. 
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GENTLEMEN : 


| PLEASE SEND ME FREE SAMPLE or speepi-pri OlL AND GREASE i 
| ABSORBENT. 


I 
| SEE eee oe pete Sdehies aaadesssunadcadratiandaalnegses | 
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SPEEDI-DRI is a white, granular, oil- and grease-absorbent that is 
rapidly becoming standard safety equipment wherever oil flows or 
grease is used. Spread on floors and around machines, it quickly 
soaks up oil and grease like a blotter. Sets-up an immediate 
anti-skid surface. Stops slipping accidents. Retards fire. Saves labor. 
Easy to use. Safe, clean, economical, unrationed. Send coupon 
above to nearest supplier for generous, free, testing sample. 


SUPPLIERS: East —Refiners Lubricating Co., New York 1, New York. 
Midwest & South — Waverly Petroleum Products Co., Philadelphia 6, Pa. 
West — Waverly Petroleum Products Co., Russ Bldg., San Francisco 4, Calif. 


SPEED DE. 


OIL AND GREASE ABSORBENT 
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Presenting the New 


WILLSON MONO Gogg 


The latest in plastic eye-protection . . . providing 


the utmost in safety, comfort, unobstructed vision. 





NOTE THESE ADVANTAGES 


1. Weighs only 14% oz., 
lightest goggle of its type 
2. Crystal-clear plastic 


lens is non-shatterable, 
replaceable. 





3. Eye-nose shield an in- 
tegral unit, leaving no 
open danger spots 


4. High impact-resistance 


5. Comfortable over 


glasses GOGGLES + GAS MASKS + HELMETS ¢ RESPIRATORS i 


6. Rolled edge makes 
smooth contact with face 


7. Scientifically ventilated 


© Gasiiy efjment PRODUCTS INCORPORATED 


READING, PA., U.S.A Established 1870 
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The skin cleanser you adopt must 
be safe .-- efficient . -- fast. But 
it must also be easy for workers to 
. and sufficiently economical 
mit plant-wide use- The lack Rapa prow Maes 


we term “Factory Hands” 


f these five essential mm FocterY crorned 
properties Moy defeat your entire bende eral 
“skin maintenance” program. See ina cierern may result in 
how STEPAN pH6é measures UP to a 
the 5 essential requirements. Mail 
the coupon for free samples and 
technical data. 1. SAFETY ++ pHi leaves the skin clean, 


ke strong alkaline 
or abrasive i urning, dryness 
or cracking @ 
duce chapping- pH6 ¢ 
without stinging to normal han 
nicks, scratches OF small cuts. 


2. EFFICIENCY.-- pH6 gently yet 
speedily removes paint which has been on the 
hands as long 45 four hours or until it sets 

as well as oils, greases, printing inks, solvents, 
salves, and many types of industrial grime 
which stubbornly resist even harsh alkaline 
soaps. 


3. SPEED.«+ Work 
home enjoy using 
speedy. For removin 

in the skin crev 

pHé6 is supplemented 








TERRITORIE 
'S AVAILA! cleanser 
resentatives. Writ BLE forindividual rep- 
@ stating background. 4. CONVENIENCE +++ An imprest 


THE 

STEPAN CHEM 

c ICAL COMPANY 
1353 North Branch St., Chicago 22, Ill 





RESPIRATORS oe: Please send 

. No cost or  * = uaa and circular on 
Name 
Title ~ + eine —__— , STEPAN engineers 
convenience and economy in use. 


5. ECONOMY «++ pis, a sulfated of of 
dermatological quality, actually costs no more 
per pound and no more per wash than 

grade industrial powdered 

practical and inexpensive for 
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We're proud of this shoe. 

A 35,500 lb. stationary engine fell on it. 

The 17% ton impact cracked even 

the *Lockrim steel toe box. But the doctor who cut 
the shoe open was amazed to find no injury except 
a bruise on the workman’s big toe nail. This 
rugged protection is built into every pair of Lehighs. 
Dropped tools and other run-of-mill impacts won’t 
even dent em. And you can get one pair or 
hundreds, whenever you need them. 

Write today for a catalog and prices. 


LEHIGH SAFETY SHOE CO., inc. - attenrown, Pa. 
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Standards for Protectwe 
Occupational (Clothing. 
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HE first three of a series of 

war standards for Protective 
Occupational Clothing have been 
approved by the American Stand- 
ards Association. These are: 
American War Standards for 
Leather Aprons (L18.1-1944), 
American .War Standard for 
Leather Cape Sleeves (with or 
without bibs) (L18.2-1944), and 
American War Standard for 
Leather Leggings (knee length) 
(L18.3-1944). These standards 
provide specifications for the dif- 
ferent kinds of leather aprons, 
cape sleeves and leggings, which 
the committee considered neces- 
sary to adequately protect both 
men and women engaged in indus- 
trial. occupations. These garments 
are intended to afford protection 
from sparks, molten metal, infra- 
red and ultraviolet rays: and also 
to provide protection from limited 
impact forces. It is expected that 
the application of these standards 
will result in savings in critical 
war materials. 


Contain construction details 


All three standards contain de- 
tails as to pattern, design, con- 
struction, material and workman- 
ship of the garments covered. Data 
on the range of sizes and meas- 
urements is provided also. The 
characteristics of the leather to be 
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used may be determined in ac- 
cordance with a given series of 
tests, including: grease content, 
chromic oxide content, acidity, and 
heat resistance. Methods of test 
for corrosion are also given for 
the metal fastenings and reen- 
forcements on the garments. 


Leather aprons 


The standard on leather aprons 
includes waist types to protect the 
front of the body from the waist 
down and bib types which give 
protection to the entire front of 
the body. Specifications are given 
for plain and split-leg aprons with 
and without steel reenforcements 
in both the waist and bib types. 
These specifications differ for both 
men and women. 


Leather cape sleeves 


The specifications for leather 
cape sleeves (with or without 
bibs) are intended to provide pro- 
tection for the. arms, shoulders, 
back of neck, and upper chest of 
wearer. Some cape sleeves are de- 
signed so that the bibs may be at- 
tached to the front of the cape and 
so extend protection. to the front 
of the body from the-neck to the 
waist. This standard includes: 
plain cape sleeves, cape sleeves to 
be used with bibs, and bibs to be 

(Turn to page 52 please) 
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Instructions for Cleaning 
and Sterilizing Personal 


Protective Equipment 


By State of Washington, Department of Health, Division of 
Industrial Hygiene 


T IS often difficult to get work- 

ers to use respirators, goggles, 
and other types of personal pro- 
tective equipment because of the 
discomfort connected with their 
use. Under certain circumstances, 
however, their use is essential. In 
such cases it is important for three 
reasons that the equipment be 
properly cleaned and sterilized: 

1. It is necessary in order to 
protect the worker against in- 
fection or communicable dis- 
eases. 

2. It reduces aversion on the 
part of many workers to the 
use of such equipment. 

3. It insures longer life and bet- 
ter results from the equip- 
ment. 

The care of protective equip- 
ment can be entrusted to the indi- 
vidual employee only in the small- 
est plants in which relatively non- 
toxic materials are handled and in 
which the management can exer- 
cise constant supervision over the 
use and cleaning of the equipment. 


Maintenance service 


The large industrial plants are 
finding that a central maintenance 
service for protective equipment 
more than pays for itself in longer 
life of the equipment, increased 
use of the equipment by the work- 
men, and decreased incidence of 
infection. The responsibility for 
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cleaning, sterilizing and repairing 
all personal protective equipment 
should be assigned to a person 
familiar with the equipment and 
with sterilization methods, usually 
the plant nurse or a member of 
the safety department. Ideally, 
this equipment is taken in at the 
end of each work period; cleaned, 
sterilized, and repaired; and re- 
issued at the beginning of the next 
work period. Collection and redis- 
tribution of the equipment is some- 
times facilitated by the use of 
pigeonholes labeled with the em- 
ployee’s identification numbers and 
also by tags on the individual 
pieces of equipment. 

In no case should a piece of 
equipment be used by more than 
one person unless it has been 
sterilized before the interchange. 


Follow recommendations 


Some materials, such as rubber 
or plastic, may be damaged by 
certain sterilizing methods. A 
method should be selected, there- 
fore, which is suitable for the 
equipment. If there is any doubt 
about the effects of a sterilization 
procedure on any equipment the 
manufacturer’s recommendation 
should be followed. The Division 
of Industrial Hygiene of the State 
Department of Health has ob- 
tained the recommended methods 
of the principal manufacturers of 
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safety equipment and will be glad 
to supply such information upon 
request. 


Methods 


The methods given below are 
applicable to most materials and 
conform with requirements of the 
State Department of Labor and 
Industries, and the U. S. Mari- 
time Commission. 

Prior to washing and sterilizing 
an article, the filters, felt screens, 
elastic headbands, etc., should be 
removed, if detachable, unless it 
is evident that washing and steri- 
lization will not harm these parts. 

Cleaning. The only recom- 
mended method for cleaning is to 
scrub the article (especially those 
parts which come in contact with 
the skin) with hot water and 
soap using a brush, followed by 
a rinse in warm, running water. 
This procedure is always required 
for removing dust, dirt, and pers- 
piration, regardless of the use of 
sterilizing agents. 


Sterilization. Immerse the 
washed article for a period of 10 
minutes in one of the following: 
(1) solution of 1 part 40% for- 
maldehyde in 9 parts of water, 
(2) 2% solution of cresol or lysol, 
(3) 3% solution of carbolic acid. 

The washed article may also be 
effectively sterilized by suspend- 
ing in an atmosphere of moist for- 
maldehyde gas for a period of 10 
minutes at room temperature. Im- 
mersion in boiling water for a 
period of 5 minutes or exposure to 
live steam for a period of 5 min- 
utes are also effective methods. 
Heat, however, has a distinct de- 
teriorating effect on rubber and 
certain types of plastic materials. 

After sterilization, the article 
should be thoroughly rinsed in 
warm water to remove every trace 
of the disinfectant and then dried 
in warm air. The clean and dry 
equipment should be wrapped in 
paper or cellophane to exclude 
dust. 


(Turn to page 50 please) 
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FIVE PRINCIPLES FOR 
SAFE PLANT OPERATION 


I. Interest in Safety on the part of 
Top Management 


It is essential that the men who have the responsibility 
for the operation of the plant and the authority to change 
bad safety conditions—have a sympathetic attitude 
towards safety and recognize it as a management respon- 
sibility. 


Good Housekeeping 


A clean plant with orderly aisles and good stock condi- 
tions sets a splendid example for the employee group to 
do their day-to-day job in an orderly manner. Good 
housekeeping shows a respect for both physical proper- 
ties and the workmen who use them. 


Mechanieal Safeguards 


Every effort should be made to provide mechanical safe- 
guards on equipment. We should strive to make our 
machinery as: accident-proof as possible. The use of 
goggles, safety shoes and other safety appliances which 
have definite accident prevention qualities should be 
encouraged. 


Safety Education 


The foreman should be trained in safe practice so that 
he is capable of properly instructing employees under his 
supervision in the safe operation of their jobs. This is 
of vital importance with employees new to a particular 
operation. It also means continual alertness after the 
employee is on the job. 


Periodie Safety Stimulation 


The subject of safety should be brought forth fully to 
the attention of the entire organization periodically, 
. through the medium of contests, safety exhibits, posters, 
etc. Safety must have the same enthusiastic promotion 
that dealers show in merchandising automobiles. 


C. E. WILson 


President, General Motors Corporation 
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HAT good housekeeping can 

be an important and telling aid 
in the maintenance of safety fac- 
tors in factory and plant is 
nowhere better illustrated than in 
the “Quality Competitions” fos- 
tered and conducted by the Allison 
Division of General Motors Cor- 
poration, at Indianapolis, Ind. 
This means to both greater pro- 
duction and better safety records 
is still comparatively new. When 
its benefits are most widely appre- 


the best use of working time, ten 
per cent; for attendance and punc- 
tuality, ten per cent; for cleanli- 
ness, twelve per cent; and for 
orderliness, twelve per cent. These 
last two, taken together and which 
might be called the mainstays of 
good housekeeping total twenty- 
four per cent, and are exceeded 
only by output or efficiency, minus 
scrap, which is rated at fifty per 
cent. 

The Allison Quality Competition 























ciated, it is certain to find greater 
use. 


Unique feature 


The unique feature of the Alli- 
son Quality Competition is that 
plant safety itself is not the sole, 
single objective of this particular 
plant activity. It is an integral and 
important part and is achieved as 
a step on the way to other goals. 
In the productive departments, for 
a perfect score in the Quality 
Competition, safety is accorded six 
per cent. Other contributing ele- 
ments to the perfect score are for 
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Good 


Idea Pays 
Off 
for Allison 


Housekeeqing 





is a competition by departments. 
The individual’s effort registers 
only as a member of the depart- 
ment in which he works. This ob- 
viously has great psychological ad- 
vantages. It makes the individual 
worker the member of a team, so 
that if he is naturally inclined 
toward slovenliness or carelessness 
these bad habits are in a measure 
corrected by the pressure of team 
spirit, 


Master committee 


The Quality Competition as it 
functions at Allison operates 


23 


—_— 








































through a Master Committee. 
Serving this Master Committee 
are three-man inspection commit- 
tees, consisting of a foreman as 
chairman, a workman and a union 
delegate. At Allison there have 
been as high as 105 of these com- 
mittees serving at one time. 
Announced by a preliminary in- 
plant poster campaign, the com- 
petition got underway one week 
before Pearl Harbor. The elements 
rated, department by department, 
were cleanliness, orderliness, at- 
tendance, punctuality, elimination 
of hazards, careful workmanship 
and efficient use of working time. 


Output important 
As has been stated, the biggest 
single item for victory in the com- 
petition is output. It accounts for 
a possible 500 points of a depart- 
ment’s total quality rating and can 
either make or break a depart- 
ment’s chances of being a winner. 
The figures for this part of the 
scoring are taken from the depart- 
mental efficiency and scrap reports. 
As an example, if a department 
has an efficiency score of 90% and 
?it is charged with no scrap, it re- 
ceives a rating of 450 points. How- 
ever, if 5% of its hours have been 
wasted on scrap, it loses 25 points. 


Perfect attendance 

The Attendance and Punctuality 
records are taken from reports 
furnished by the Timekeeping De- 
partment, With perfect attendance 
and no late rings a productive de- 
partment can score 100 points. 


Depends on good 


housekeeping 
But depends 


everything else 
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upon good housekeeping. This is 
based upon the check sheets 
turned in by the inspection com- 
mittees. A perfect inspection re- 
port means 400 points. However, 
perfect reports are few and far 
between, solely because of the high 
standards insisted upon by the in- 
spection committees. These com- 
mittees report conditions as they 
see them, and woe to the depart- 
ment that scatters paper on the 
floor or removes guards from ma- 
chines and leaves them lying 
around. Thus good housekeeping 
admittedly so essential but which 
by its very nature is a much de- 
sired thing not easily kept in mind 
by a whole group of individuals 
working together is achieved by 
this special scoring emphasis in 
the well run Quality Competition. 


That the Quality Competition at 
Allison has paid off is easily 
demonstrated. The plant-wide efh- 
ciency for the month of Novem- 
ber, 1943, was 74% as against 65% 
for November, 1941, the month 
before the Quality Competition 
was begun; and a great part of 
this improvement Allison manage- 
ment accords to the operation of 
the competition. 

Competition serves as a stimulus 
for better plant housekeeping. Inter- 
department contests result in keener 
and more interesting campaigns. 
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Housekeeping Standards 
for Foundries 


This code was developed by the American Foundrymen’s 
Association and is part of their “Recommended Practices 


for the Foundry Industry.” 


LANTS, in order to provide 

reasonable protection for the 
health and safety of persons em- 
ployed, shall be maintained in a 
clean and sanitary manner. 


Storage 


All products, supplies and mate- 
rials, parts or equipment, such as 
castings, pattern and molding 
equipment, flasks, bottom boards 
and the numerous other items, 
shall be stored in places provided 
for them consistent with efficient 
operation, and shall be piled or 
stored in such a manner as not 
to cause an accident to any em- 
ployee. 


Aceumulation of refuse 


Accumulation of refuse and by- 
products of operations shall not be 
allowed to the extent that such ac- 
cumulations would affect the safe- 
ty or health of workers. 


Safe disposal of refuse 

Combustible or explosive refuse 
or by-products, or accumulations 
of waste, sand and other materials, 
shall be disposed of at least daily 
in a safe manner in order to elim- 
inate exposures to fire, accident 
and health hazards. 


Conditions of floors 
All floors used by employees 
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shall be maintained in good repair. 
All aisles, gangways and passage- 
ways regularly used by employees 
shall be maintained in good repair 
and shall be kept free of obstruc- 
tions to prevent employees from 
tripping and falling. 


Care of floors 

The floors of all buildings in 
which employees work shall be 
maintained in a clean condition, 
and as far as possible, in a dry 
condition, consistent with the type 
of operations carried on. Where 
wet processes are regularly carried 
on, causing wet floor conditions, 
the floors shall be drained or false 
floors, platforms, mats or other dry 
standing-places provided. 


Sweeping and cleaning 
1. Floors and gangways 

Floors and gangways shall be 
kept clean of refuse and sand, and 
if such floors and gangways are 
cleaned by the sweeping method, 
they shall be dampened or oiled 
prior to sweeping, to settle the dust 
arising from such operations. 


2. Cleaning of buildings and equip- 
ment 
The structural parts of buildings 
and equipment, as well as fixtures 
and other contents of the plant, 
(Please turn to page 46) 
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The platform on 
this ladder 
makes the main- 
tenance of light- 
ing fixtures a 
relatively easy 
job. 


Planning for Fluorescent Lighting 


Maintenance 


By E. W. BEGGS, Westinghouse Lamp 
Division, Bloomfield, N.J. 


LTHOUGH fluorescent lamps 

have an extremely long aver- 
age life, they, nevertheless, wear 
out and eventually burn out or fail 
in service. When this time comes, 
the old lamp must be replaced by 
a new one. The fixtures should be 
so designed and made that lamps 
can be easily replaced and the lo- 
cation of the fixtures should be 
chosen to provide for ready access 
to them for maintenance. 

It is impossible to predict when 
each individual lamp will burn out, 
but it is quite possible to predict 
the number of lamps that will fail 
in any given group of lamps used 
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over a definite period of time, if 
the conditions are known and par- 
ticularly if the group is quite 
large. Lamp life expectancy curves 
which are similar to actuarial data 
for humans are used, and with 
them a maintenance program can 
be developed that will provide the 
maximum satisfaction at the mini- 
mum cost. 


Developing maintenance 
program 

In developing such a program 
the lamp life expectancy should be 
divided into two parts. The first 
part is an analysis of the group 
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of lamps installed when the fix- 
tures were first put into operation, 
and the second part is an analysis 
of subsequent lampings. 

Since the initial lamps are all 
new, few, if any, fail during the 
first few hundred hours of service. 
As the group of lamps ages, how- 
ever, an increasing number will 
burn out with the rate of mortality 
greatest at or near the average 
life point. A few will remain in 
service for a considerable period 
of time. With the average run of 
fluorescent lamps, however, there 
is a fairly wide spread in life, and 
about half of the first lamping will 
fail in a period equal to about one- 
third the average life of the lamps. 

The mortality curve follows the 
life cycle of the first or initial 
lamping only. From it the follow- 
ing conclusion may be drawn: 

1. About half of the lamps will 
have burned out when the 
average life point is reached. 

2. A few lamps will burn out 
quite early. 


. A few lamps will live far be- 
yond the normal life expect- 
ancy of the group. (Note: 
The average of the group 
cannot be determined until 
these lamps have burned out.) 

. Most of the lamps will burn 
out near the average life 
point. 

. The rate of failure varies 
widely, rising gradually to a 
peak at the average life point 
and then diminishing as new 
lamps are installed, 

The approximate number of 
lamps per month or per year that 
will need to be replaced after the 
replacement curve levels out can 
be estimated from the formula 
below. 


Number of failures = 
Hours Burned X No. of Outlets 
‘Rated Lamp Life 





This is the formula that should 
ordinarily be used although devia- 
tion from this average replace- 
ment rate must be taken into ac- 


Proper maintenance of this battery of fluorescent lighting fixtures contributes not only 
to the economy of the lighting, but also the effeciveness of the light diffusion. 










































count during the first few lamp- 

ings. 

The principal maintenance re- 
quirements for economical and de- 
pendable lighting are: 

1. Provide means for access to 
the fixture for cleaning and 
relamping. 

2. Use fixtures designed to pro- 
vide for ready cleaning and 
relamping. 

3. Provide in advance for the 
replacement of lamps that are 
to burn out. In this, it is gen- 
erally best to consider first 
the replacement of the initial 
group of lamps and then to 
plan for the ultimate, less 
erratic, replacement rate of 
later groups of lamps. 

4. Consider the relamping and 

maintenance requirements of 

the installation when choos- 
ing the size and type of lamp 
to use. 

5. Where a fixture or group of 
fixtures is extremely difficult 
to service, use the group re- 
placement plan. 


Means of access 


The more common devices now 
in use to reach a lighting fixture 
are: ladder, movable platform, and 
lowering hanger. The choice is 
not always easy. Conditions will 
largely determine the best solu- 
tion, but in theory a decision can 
be reached on the basis of *cost 
computations. This is done by first 
establishing the labor cost of a 
single relamping with each device 
and then, based on the number of 
lamp renewals needed per year, 
determining the overhead cost of 
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the equipment per renewal. The 
most economical is, of course, the 
one which shows the lowest com- 
bined cost of renewal labor plus 
overhead. 

In general, it will be found that 
each device has an important place 
in the picture. Ordinarily, where 
very large numbers of units are to 
be serviced, the movable platform 
is the cheapest. Where there are 
a medium number of units, a lad- 
der is least expensive. Where there 
are only a few, the lowering 
hanger is the most economical. 

However, where a movable plat- 
form cannot conveniently be 
moved about on the floor to bring 
the maintenance man to the fixture 
or where the design of the build- 
ing makes the use of a ladder im- 
practicable, the lowering hanger is 
not only the best but is often the 
only solution. 

Fluorescent lighting equipment 
can occasionally be serviced from 
a catwalk designed especially for 
the purpose or, if the layout is 
carefully planned beforehand, they 
may be serviced from a truss or 
modified truss paralleling the fix- 
ture. Such a system would be 
unusual but, where possible, should 
be provided. Servicing of fluores- 
cent lighting fixtures from a trav- 
eling crane requires a suitable safe 
operating platform which should 
be provided when the crane is in- 
stalled. 


A typical large installation 
Consider a defense plant with 
10,000 40-watt lamps burning 20 
hours a day and 25 days a month 
throughout the year, The relamp- 
(Please turn to page 48) 
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xs It’s O. K.... I’m Wearing Hy-Test Safety Shoes 











Hy-Test’s complete line of safety shoes for men and women 
assures the right shoe for the job. Scientific design, quality 
craftsmanship and the best materials available assure the maxi- 
mum in protection, comfort and long wear. 


HY-TEST Safey Shoes 


MY-TEST DIVISION. INTERNATIONAL SHOE COMPANY, SAINT LOUIS 
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Whaler your Lut Protlome- 


ASK FOR HELP FROM AAE 

























POST-PEACE DUST PROBLEMS OF TOMORROW can be 
solved today! Our experienced dust engineering staff 
is ready right now to plan with you on your postwar 
needs for scientific air filtration and dust control. If you 
bring your problems to us now, we will be glad to sug- 
gest an AAF system to meet your specific requirements 
—without cost to you—so that there will be no delay in 
getting your dust control system installed 
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and operating when the need arises. Write 1 
for “AAF in Industry,” which describes AAF mot 
equipment and its many applications. cs 

Seve 
AMERICAN AIR FILTER CO., INC. - 


ect 










ha 366 Central Ave., Louisville, Ky. stoc 
In Canada: Darling Bros., Ltd., Montreal Pm 
ad 
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This new acetate goggle has a stronger, 
more massive front than ordinary acetate 
models. A deep groove in the lens rim forms a 
lens seat with substantial backing to resist 
severe — And the bridge has a slight 


amount of face form to give added side pro- 
ection. Nose pads are also made of heavy 
stock and have well-rounded edges and an 
ample flare to withstand cusnendines jolts 
and blows. 


Besides greater strength, this new goggle 
is designed for all-day comfort, too. The 
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light-weight acetate rests lightly on 
the face, while comfort cable tem- 
ples hold the goggle snugly in posi- 
tion, prevent it from sliding forward 
on the nose. 


AO Ful-Vue Acetate Goggle 
No. F-8247 comes in 47 mm. eyesize in Pink 
Crystal with either white or Calobar 6-Curve 
Super Armorplate impact-resisting lenses. 
It is available in three bridge sizes, 22, 24, 
and 26. Your nearest AO Representative can 
supply you. Call him today. 


American fs) Optical 


COMPANY 


SOUTHBRIDGE, MASSACHUSETTS 
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The West laboratories, as the result of years of continuous experiments in 
collaboration with many of the nation’s leading industrial physicians, safety 
engineers and dermatologists, know that a cream which gives adequate pro- 
tection against one group of irritants may not give an equal degree of pro- 
tection against another group. 


That is why there are so many different West protective cream formulas. Each 
one has been developed to give protection to the skin against certain specific 
irritants. Each ingredient in any of the series of West creams has a distinct 
function in making that particular cream serve the specific purpose for which 
it is intended. 


Send for the West booklet on Dermatitis which tabulates most of the known 
skin irritants and recommends which West Protective Cream is best suited for 
combatting the specific hazard. 
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Vapi 


42-16 West Street, Long Island City |, N.Y. 
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Cilp to Your Business Letterhead, Please 


West Disinfecting Company Dept. OS 
42-16 West Street, Long Island City 1, N.Y 


Please send me your booklet: 


+ “Protection Safeguards against Dermatitis.’’ 




















































WATCHEMOKET exe 


The optically clear, shatterproof, all-plastic 
safety goggle for industrial eye protection 


HE ONLY GOGGLE WITH 
ALL THESE FEATURES: 











LATE LENS wil! not splinter even 


Lt | 























under heavy:mpact = has no 
extended “‘rim™ to trap fly- 
ing objects. 


2. OpricALty Perrect. Free of 
distortion as finest optical glass 
Eliminates eye strain and 
fatigue common with acetate 
plastic lenses 
3. RESISTS PITTING caused by 
sperks. 





4. UNS LOCK. High brass clip 

ot bridge locks lenses securely 
in place Lenses cant be 
knocked through frame 


5. NON-FOGGING. Amply 
vented to reduce perspiration 


6. LENS EASILY REMOVABLE. 


7. paatner wont. Cool clean 
comfortable for all day wear 
Weighs only | to 1-% oz — 

© vitally important factor with 
women, who will not wear 
o heavy goggle 
8. Low memiat cost. And new 
lenses ore inexpensive an im- 
portant saving in the long-term cost 
of eye protection 





sea Your sOBBER for complete information 
on styles, special models and prices or 
WRITE FOR COMPLETE NEW CATALOG direct to 


WATCHEMOKET OPTICAL CO., INC. PROVIDENCE 3,8.! 


1M CHICAGO: 29.€. MADISON STREET, CHICAGO 2, ILL © IN CANADA; LEVITT SAFETY APPLIANCE CO., TORONTO 10 





34 OccuPATIONAL HAZARDS 





45 
ERS 


all-plastic 
srotection 





TORONTO 10 


AZARDS 





PROTECT THEIR HANDS 


AGAINST OILS, GRIME, AND PAINT 





PS 





Prevent Time Loss 


Supply your workers with Du Pont 
PRO-TEK, the hand protective cream 
that acts like an invisible glove.Quickly 
applied to hands and arms before start- 
ing work, it guards the skin against 
paint, grime, insoluble cutting oils and 
non-aqueous solvents (but should not 
be used against compounds which en- 
ter the circulation through the skin). 
Easily washed off with water when the 
job is done . . . takes all the grime with 
it. Costs little . . . a sound investment 
in employee goodwill. Write for Free 
Sample today. 


* * * 


AVAILABLE without priority. Ask your 
jobber about the economical gallon 
jar...orthe convenient 8-oz. size. E. I. 
du Pont de Nemours & Co. (Inc.), 
Dept.OH-2,Wilmington 98, Delaware. 


DU PONT PRO-TEK 


HAND PROTECTIVE CREAM 
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The trend of litigation on workmen’s health and accident 
compensation is reflected in these briefs of the latest and 
most representative cases coming to trial in the intervals 
between issues. Familiarity with this trend is important to 


ww 


every industrialist. Clip cases and file for future reference. 


Failure of Employer to Comply 
with Safety Requirement Subjects 
Him to Fifty Per Cent Penalty of 
Maximum Award. 


" The Relator on June 13, 1941, was 

employed by the Herrlinger Paper 
Company, of Cincinnati, Ohio, as a 
warehouseman; on that date he re- 
ceived an injury in the course of and 
arising out of his employment; the 
Relator was awarded and paid com- 
pensation for temporary-total disabil- 
ity, and for permanent facial disfig- 
urement. Thereafter, Relator filed an 
application for an additional award 
upon the ground that his injury was 
caused by the violation of a specific 
safety requirement covering the con- 
struction, maintenance, and operation 
of elevators; this application was 
granted in an amount equal to fifty 
per cent of the compensation hereto- 
fore and hereafter paid in this claim. 
Relator then filed an application to 
modify the order for the reason that 
the award was based upon the com- 
pensation theretofore paid and not 
upon the maximum award established 
by law. 

Under the provisions of an amend- 
ment to the Constitution, when the 
Industrial Commission, finds that a 
Workman’s injury, disease or death, 
resulted from the failure of the Em- 
ployer to comply with a lawful re- 
quirement, it becomes the mandatory 
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duty of the Commission to grant such 
additional award of compensation as 
shall be just, not greater than fifty, 
nor less than fifteen percentum of the 
maximum award established by law. 

In construing the phrase “maximum 
award established by law” the word 
“maximuin” means the greatest in 
quantity, or highest in degree, ob- 
tainable or obtained. The word 
“award” means a judgment, sentence, 
or final decision, made after examina- 
tion and deliberation. 

It was the finding of the Court that 
the Relator was entitled to receive a 
sum equal to fifty per cent of $18.75 
per week to be added to each award 
and to continue for the same period 
of time as the original award. 

State ex rel., Engle vs. Ind. Comm. 
Supreme Court of Ohio, January 19, 
1944, 


Workmen’s Compensation Act Cov- 
ers Death Due to Fall as a Result 
of Heart Attack. 


= Cline, aged 67, on February 4, 

1942, and for some time prior 
thereto was employed as a cabinet 
maker. He suffered an ailment of the 
heart which caused fainting spells. 
When one of the spells would occur, 
unless he could recline and relax, he 
would fall and become unconscious. 
He had been warned by his physician 
to refrain from undue standing or 
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physical exertion. On this date when 
he was completing his daily work, he 
suffered one of these spells and fell, 
striking his head against the concrete 
floor causing a skull fracture result- 
ing in death. There was no foreign 
substance on the floor. Death resulted 
from the skull fracture and not from 
the heart attack. 

The sole quesion for the Court to 
determine is whether the injury arose 
out of the employment. This is a 
borderline case. The purpose of the 
Act is to shoulder on industry the 


SUGAR BEET PRODUCTS CO., 305 WALLER ST., SAGINAW, MICH. 


obligation incident to the hazards of 
industry; to lift from the public the 
burden to support those incapacitated 
by industry and to ultimately pass on 
to the consumers of the products of 
industry such expense. The Compen- 
sation Act itself affords no relief for 
disease of physical ailment not pro- 
duced by industry. The Act removes 
all question of negligence, assump- 
tion of risk, or wrongdoing on the 
part of the employer. 
The compelling feature in this case 
is that the injury which actually pro- 
_ iin ncn CSE. <Geath 
was the frac- 
ture. The 
fact that 
Cline suf- 
fered from 
heart disease, 
which no 
doubt caused 
him to fall, 
in the opinion 
of the Court 
does not pre- 
clude recov- 
ery. It is true 
| that chances 
are that he 
might have 
fallen and 
sustained a 
fatal injury 
in his own 
home, but on 
the other 
| hand, had he 
| remained in 
the quiet of 
his own home 
without 
physical ex- 
ertion as en- 
countered in 
work by a 
man of his 
age and phys. 
ical condi- 
tion, the 
chances of 
his falling 
were less 
likely. Work- 
man’s Com- 
pensation Act 
is based pri- 
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marily on social responsibility of one 
to another and its benefits should not 
be extended in a less degree to those 
less fortunate than the average work- 
er. Claim allowed. 

Protectu Awning and Shutter Com- 
pany, et al. vs. Cline. Supreme Court 
of Florida, Div. A, January 25, 1944, 
16 Southern Reporter, 2nd Series, p. 


Claim Must Arise as a Result of 
“Accident” in Order to Recover. 


" Rose L. Burkes, the claimant, was 
working in a_ bakery, mixing 
dough, baking 


of her wrists got sore and some lumps 
had come on the back of her wrists, or 
hands as she said, but on the wrists 
proper. Her physician found that the 
condition existing was brought on by 
constant and repeated strain of the 
parts involved, occasioned by the type 
of work the woman had done over a 
period of months. 

The question presented is whether 
Mrs. Burkes sustained injury by acci- 
dent as defined by the Workmen’s 
Compensation Act. The definition as 
given by the Act, defines the word 





bread and 





scrubbing pans. 
About a year 
before the 
hearing she 
began to suffer 
pain in her 
hands and no- 


IT’S NO TRICK 
AT ALL 
; WITH 
Ht neki oy Na 
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gradually; she | 
bandaged her 
hands but they 
did not im- 
prove. She did 
not recall sus- 
taining a blow 
to her hands, 
and did not 
remember the 
day the knots 
first appeared. 
All she can re- 
call is that she 
first felt pain 
and then no- 
ticed the knots. 

Her physi- 
cian _ testified 
that the pa- 
tient came to 
him complain- 
ing of discom- 
fort in the re- 
gion of both 
wrists, and she 
stated to him 
that in mak- 
ing bread both 
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TORIT DUST COLLECTORS 


In industrial cutting, grinding, and 
polishing operations abrasive dust 
is a menace to valuable machinery 
and the health and efficiency of 
employees. 


TORIT Dust Collectors clean and 
recirculate air in one operation. 
Being portable and completely 
self-contained they fit into present 
and future production layouts. For 
complete information write: 


TORIT 
MANUFACTURING 
COMPANY 
311 Wainut St. 
St. Paul 2 
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“accident” as meaning only an “un- 
expected and unusual, event, happen- 
ing suddenly.” The claimant herself 
said it came on gradually and first ap- 
peared about a year before. No stated 
period can be given as sudden as ap- 
plied to each case, as each must natu- 
rally depend on its own circumstances. 
In view of the above, the Court con- 
cluded that the claim should be dis- 
allowed, inasmuch as the injury was 
not an “accident,” in nature. 





















S. H. Kress & Co. et al. vs. Burkes 
Supreme Court of Florida, Division 
A, January 4, 1944. 16 Southern Re- 
porter, 2nd, 106. 


Contributory Negligence—Not in 
Issue—Where Employer is a Non- 
Complier with Compensation Act. 
" The employee filed suit against his 

employer, who had not complied 
with the requirements of the Work- 
men’s Compensation Act, receiving a 
verdict in the 































like it and cooperate in its use. 


We'll ship you, prepaid 
trial order of Onox and 
equipment. Use it 60 
days. Pay nothing unless 
you find Onox 100% sat- 
isfactory! Ask your men 
who use it. Offer open 
to established 
industrials. 


Write for facts 
and reports of 
users to 


ONOX C0., Inc. 


ept. C 
121 so St. 
San Francisco, 5 
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New way to Solve 


ATHLETE’S FOOT [Rea 


Problem in Shower Rooms 


AFE, non-poisonous skin toughening--as 
contrasted to fungus-killing—is the new, 
pleasant way to develop resistance and pre- The negli- 
vent Athlete’s Foot in shower rooms. Hun- 
dreds of big industrials use and endorse the 
proved-successful Onox method. Employees 


Test Onox your own way—No yn 





sum of Twelve 
Thousand Five 
Hundred Dol- 
lars for the 
loss of the 


on his right 
hand, while 
employed by 
his employer 
to operate a 
paper cutting 
machine. 





gence com- 
plained of was 
the failure of 
the employer 
to maintain a 
machine in a 
reasonably 
safe condition. 
The employer 
asserted that 
he was not 
guilty of neg- 
ligence and he 
interposed the 
fact that the 
complainant 
was guilty of 
contributory 
negligence 
which element 
was removed 
from the case 
upon the filing 
of a demurrer. 
It was the 
complaint of 
the Company 
that their plea 
that the em- 
ployee was 
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guilty of contributory negligence 
should have been allowed for the pur- 
pose of mitigating the damages. 

The Court held, however, that inas- 
much as the Company had rejected 
the provision of the Workman’s Com- 
pensation Act, it was precluded from 
pleading contributory negligence and 
the Hazardous Occupation Statute was 
negligible under the circumstances. 
The judgment of the Court was af- 


ine and test air reservoirs. In his work 
it was necessary for him to remain in- 
side the boilers on each test job from 
15 minutes to one half hour. The work 
was dirty and disagreeable. 

It was necssary to wear overalls or 
work clothes in connection therewith. 
Numerous other duties were imposed 
upon him, mostly of a manual nature, 
all relating to the safety of the boil- 
ers in his particular district. He was 





firmed. 

Jackson Paper 
Company vs. 
Thurman, Su- 
preme Court of 
Florida, Div. A, 
January 7, 1944, 
16 Southern Re- 
porter, Second 
Series, p. 289. 


Test Applied as 
toClassification 
of Public Offi- 
cial — In Re- 
gards to Com- 


pensationBene- | 


fits. 
* Decedantwas 
first em- 
ployed on Au- 
gust 1, 1931, and 
thereafter for 
two-year terms 
up to and includ- 
ing the date of 
his death. His 
work con- 
sisted of the or- 
dinary manual 
and mechanical 
labor involved 
in inspecting 
boilers. The wa- 
ter was removed 
from the boilers 
and decedant 
was required to 
go inside the 
same with a 
hammer to test 
for defects, 
broken _ braces, 
scale on the 
sheets, etc. He 
was also re- 
quired to exam- 
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subject to supervision by both the 
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... Expertly tailored and 
cut, Moore Workwear 
gives women the smooth 
fitofex pensive sportswear 
—yet is priced low! Safety- 
styled for efficient action 
and comfort, Sanforized 
or Tru-Shrunk (for 2% 
maximum shrinkage) and made 
of pre-tested* hard-wearing, 
all-cotton materials. Get details 
of flattering Moore Workwear 
styles, hats to match and Insignia, 
all at amazingly low prices. 


*tested and approved U. S. Testing Co. Labs.. 
Write today for Style Book OH4 
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industrial commission and the chief 
of the division of boiler inspection 
and was required to make monthly 
reports to the latter. His compen- 
sation was on a commission basis. 

The only question to be determined 
is whether the decedant was an em- 
ployee of the State within the mean- 
ing of the Compensation Act or 
whether he was an appointed officer 
appointed for a regular term and 
hence excluded from the provisions 
thereof. 

The Court ruled that the decedant 
was subject to the provisions of the 


Workmans Compensation Act, inas- 
much as the character of his work on 
behalf of the State was principally 
manual or mechanical labor, and 
which was subject to the direction of 
others. The work lacked the essential 
“importance, dignity, and independ- 
ence” commonly involved in work 
performed by state officials and defi- 
nitely to classify decedant, under the 
circumstances as an employee rather 
than as an official. Claim Allowed. 


Tillquist vs. Department of Labor 
and Industry, et al., Supreme Court 
of Minnesota, De- 






























Why take 
CHANCES? 


. and you don't want to take chances 
with dust or fume hazards either—that's 
why you see so many DUPOR protective 
masks worn in the nation's finest war plants. 


DUPOR “Automatic”’ 


Cloth and sponge filter type. The wet 
sponge provides cool, comfortable breath- 
ing for wearer. Universally used for nuisance 
dusts, paint spray, fumes and smoke. Sam- 
ple sent $1.65 postpaid. 
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cember 17, 1943, 
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Employee Not 
Definitely En- 
gaged in Inter- 
state Commerce 
Subject to Bene- 
fits Under State 
Compensation 
Act. 


"= Deceased was 

injured while 
engaged in repair- 
ing the power re- 
verse gear on a 
switch engineused 
in the Huron 
yards in making 
up trains and 
switching cars 
employed both in 
intrastate and in- 
terstate com- 
merce. The en- 
gine upon which 
he was working 
had been taken 
out of service be- 
cause of its defec- 
tive condition and 
had not been as- 
signed to the 
transportation of 
cars in interstate 
commerce and at 
the time of the 
accident was not 





RILEY South Bend, Indiana | an instrumental- 
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ity of interstate commerce. The de- 
ceased was fatally injured on Decem- 
ber 16, 1938, while repairing a switch 
engine used in making up trains and 
switching cars. 

The sole contention presented was 
whether the deceased at the time of 
his fatal injury was engaged in inter- 
state commerce within the purview of 
the Federal Employers’ Liability Act, 
and if so as a consequence, the Work- 
men’s Compensation Law was without 
jurisdiction to make an award. 

The Court concluded from the evi- 
dence submitted that the deceased was 


engaged in re- ,——_—— eet 


pairing an en- 
gine operated 
exclusively in 
Huron and used 
for switching in- 
trastate and in- 
terstate cars and 
it was not known 
from the facts 
as to which kind 
of traffic it 
would be de- 
voted after re- 
pair and since 
the car was not 
exclusively used 
in interstate - 
commerce and 
was not a mere 
temporary with- 
drawal from 
such use while 
the repair work 
was in progress, 
the repair of the 
engine was too 
remote to be 
identified as 
work so closely 
related to inter- 
state transporta- 
tion as to be al- 
most a part of it, 

It was the 
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Castle vs. Thomas, Supreme Court 
of South Dakota, December 28, 1943, 
12 Northwestern Reporter, 2nd, 547. 


Watchman Shot by Wife Who Was 
On Employer’s Premises Deliver- 
ing Husband’s Lunch—Hazard sel f- 
created—No Compensation. 
* Orlee Jamison was employed as 
a common laborer for the Hotker 
Coal Company, using a shovel and 
shoveling coal from the cars, when on 
February 27, 1939, and while occupy- 
ing that labor position up until the 
evening, he was asked to serve as a 
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SANDBLASTERS’ HELMET. The 
standard for protection. 
Light weight, unusual head 
room, good vision. Complete 
with means for supplying 
clean air to operator. 


SANDBLASTERS’ GLOVES and 
APRONS. Scientifically made. 
Many types available. First 
quality materials. 














finding of the 
Court that the 
deceased’s wife 
was entitled to 
a recovery under 
the State Work- 
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FEND 


GIVES YOUR WORKERS 
6-POINT PROTECTION AGAINST 
INDUSTRIAL SKIN IRRITATIONS 


Each FEND feature tells 

in brief the story of the >_> 
complete protection “tages 
offered by all six stand- 
ard FEND Creams and 
Lotions. The FEND 
Brochure gives you the 
full details. Your copy 
on request! 


SIX FEND FEATURES 


1. Barrier skin protec- 
tion with safety. 








2. Essentially neutral 
and bland. 


3. Cosmetically-safe 
materials employed ex- 
clusively. 


4. No interference with 
normal action of skin 
glands. 





5. Protect and are emol- 
lient to the skin. 


6. Readily removed 
with mild soap and 
warm water. 


The complete FEND 
line is detailed, with 
application Chart and 
interesting material on 
skin irritations in 
the descriptive FEND 
Brochure. Write for 
your free copy. 


MINE SAFETY APPLIANCES CO. 


BRADDOCK, THOMAS AND MEADE STS. 








PITTSBURGH, PA. 
District Representatives 


in Principal Cities 











night watchman, during the absenc« 
of the regular night watchman, H: 
had had no previous experience as 
such. Prior to undertaking said jot 
he was shown the equipment the nigh 
watchman had for that purpose. In 
the desk drawer was a gun and a 
flashlight. Jamison’s wife had, on 
various occasions, during the daytime 
taken lunch to him. 

Having worked for approximately 


| twelve (12) hours on the 27th day of 





February, 1939, he requested that his 
wife bring him some lunch. She ar- 
rived there somewhere around 8:00 
o'clock. It was raining heavily that 
evening and while waiting for the 
rain to subside, her husband was 
called out by a disturbance. 

On the first two occasions that 
Jamison left the premises to observe 
the disturbance he had taken the gun 
from the drawer. The third time he 
was gone a little longer than expected, 
his wife becoming nervous and fran- 
tic. She heard a noise and saw some- 
one approaching and she did not know 
who it was and she suddenly picked up 
the gun and fired, supposedly in the 
air, according to his instructions. 

The question arises whether or not 
the complainant’s injuries arose out 
of the course of employment. 

It was the finding of the Court that 
such injury did not arise out of, or 
in the course of the applicant’s em- 
ployment, when shot in the abdomen 
by his wife, as the wife was perform- 
ing no act for, or on behalf, of the 
Employer, on the theory that an in- 
jury from an “agency on the prem- 
ises brought there after his employ- 
ment for purposes of his own cannot 
be said to have any causal relation to 
the employment. She was no part of 
the employer’s establishment, or its 
activities, or environment, to the haz- 
ards of which the plaintiff subjected 
himself by accepting employment. 
Jamison created whatever hazard 
there was by the presence of his wife, 
which did not and would not have 
occurred otherwise in his employ- 
ment.” Claim denied. 

Jamison, Appelant, vs. Ind. Comm. 
Appellee, O. App. First Dist. Ham- 
ilton County. May 3, 1943, 39 O.L. 
Abs. Page 477. 
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“an ounce of prevention is worth a pound of cure” 


Yes, it's another eye accident... there’s one every three minutes . . . and 
98% of them could have been prevented. 


Certainly, industrial eye accidents could be reduced to practically zero if 
workers wore Jackson's cover-all eyeshields that cost so little and pay such big 
dividends in man-hours saved. Why let King Carelessness rule when ie can be 
dethroned for less than a dollar or not more than two! 


Jackson pioneered the design and development of the popular feather weight 
cover-all shield for protecting the eyes and face. Flexible visors provide wide, 
unhampered vision, are fully adjustable, come in five shades: clear, smoked, 
amber, light and dark green. 


Write today for Bulletin No. 25 or contact 
your nearest Jackson dealer. 


JACKSON PRODUCTS 


3265 Wight Street 
Detroit 7, Michigan 





In Canada: C. H, Henze Co., Windsor; Hollup Corporation Limited, 
Toronto; Levitt Safety Appliances Co., Toronto; Paragon Supplies 
Limited, Vancouver; Flecks Bros, Limited, Vancouver. 




















































PROTECT THEM! 


Athea Lotion is not just another hand 
cream or lotion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — just edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
emulsified with distilled water. 

Athea needs to be tried—arrange for 
a liberal sample now, just write to our 
laboratory on your letterhead — we'll 
give you complete proof and you may try 
Athea right in your plant. Write today. 
ATHEA Research and Processing LABORATORY 
344 North Water Street Milwaukee 2, Wis. 


IME : Protective 


LANOLIN 
HAND LOTION 











Foundry Good Housekeeping 
(Continued from page 25) 


shall be kept sufficiently free from 
accumulations of dust and dirt so 
that natural air currents and vibra- 
tions in the buildings do not re- 
lease such accumulations of dust 
and dirt into the breathing zone. 
The structural parts of buildings, 
equipment, fixtures and the like, 
shall be cleaned in such a manner 
as to prevent harmful quantities of 
the dust from contaminating the 
breathing zone of employees; or 
respirators shall be furnished to 
the employees in the affected areas. 
Major cleaning operations, involv- 
ing the cleaning of building struc- 
tures, shall, as far as practicable, 
be done outside regular working 
hours to avoid employees being ex- 
posed to heavy concentrations of 
dust and dirt. 


| Expectoration 


Where cuspidors or receptacles 
are provided for expectoration, 
they shall be of such construction 
that they can be readily cleaned 
and disinfected; and they shall be 
cleaned at least once daily, if used, 
to prevent them from becoming a 
menace to health. 


Eating in certain work 
rooms prohibited 


Employees engaged in non-fer- 


| rous melting operations involving 


the use of lead, zinc, brass and 
copper; employees working in 
grinding and polishing rooms on 
non-ferrous materials containing 
lead, zinc, brass and copper; em- 
ployees engaged in painting oper- 
ations; and employees engaged in 
any other processes where toxic 
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dusts or fumes can be conveyed to 
the human system by way of 
mouth, shall not be allowed to 
lunch on the job; nor shall milk, 
soft drinks or coffee be brought to 
the jobs where such hazardous op- 
erations are going on. 

Employees working in such con- 
taminated areas shall be required 
to wash before eating and facilities 
shall be provided such as locker 
room with benches or a lunch room 
or other equally suitable place, for 
the use of the employees for eat- 


ing purposes. 


Smoking 


Employees shall not be permitted 
to smoke in pattern vaults, nor 
around woodworking or painting 
operations, nor where magnesium 
casting cleaning operations are 
performed; nor shall employees 
working magnesium casting-clean- 
ing operations be permitted to 
smoke in their shop clothing; nor 
shall such magnesium casting- 
cleaning workers be _ permitted 
around any open flames or anyone 
smoking. 





DREDNAUT 
Welders’ Glove 


A new and better glove. 
Immediate delivery. Send 
for descriptive circular of 


of men-women welders’ Pro- 
tective Equipment, includ- 
ing Gloves, Mittens, Sleeve- 
lets, Aprons, Coats, Jackets 
and Pants. Also Dreadnaut 
Welding Goggles, Helmets and Lenses. 


SEND FOR COMPLETE CATALOG 
SAFETY EQUIPMENT SERVICE.CO. 
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The Polariscope 
Tells the Story 
of 
WELSHARD 
Super-Hardened 
LENSES 


It shows the characteristic pat- 
tern which proves the extraor- 
dinary impact resistance of Wel- 
shard Super-Hardened lenses . . . 
more than double that required 
by Federal specifications. 


A-TYPE WELSHARD LENSES 
Clear. Flat. Hardened. 50mm. Beveled. 


B-TYPE WELSHARD LENSES 


Clear. 1.25D curve. 50mm. Beveled. 
Hardened. 


P-TYPE WELSHADE LENSES 


Hardened. Absorptive. 50mm. Shades 
1.5 to 3.0 inclusive. 


Send for 1944 Catalog 
WELSH MANUFACTURING CO. 


62 Troy St. Providence 9, R.1. 
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FLUORESCENT LIGHTING MAINTENANCE 


(Continued from page 28) 


ing problems here are startling. 
Substituting in the formula and 
computing the average number of 
replacements ultimately to be re- 
quired, that is, 10,000 times 500 
times 12 divided by 2500 equals 
24,000 lamps to be replaced per 
year, or 2000 lamps per month 
after the first few relampings. 
That would be a sizable mainte- 
nance job, but the ultimate average 
replacement rate of 2000 per 
month is only about half of the 
peak replacement rate that occurs 
at approximately 2500 hours and 
again at approximately 5000 hours. 
The replacement curve reaches 
a peak of almost twice the average 
replacement rate after the lamps 


have burned about 2500 hours 
This means that whereas 2000 per 
month or about 80 lamps per day 
would be relamped after the re- 
placement curve levels out, over 
130 lamps per day would need to 
be replaced during the first peak 
period which, in this instance, 
would occur at about the fifth 
month. 

It is obvious that in installa- 
tions involving large numbers of 
lamps such as are now being in- 
stalled particularly in some of our 
new defense plants, the mainte 
nance engineer must anticipate not 
only the average renewal rate but 
must lay his plans to handle the 
peak load when it comes. 


FLENTS 


ANTI-NOISE EAR STOPPLES 


(REG. U.3: PAT. OFF.) 


are solving noise problems 
in many of America’s leading plants. 
Write for free samples. 


ON THE MARKET. SINCE 


1927 


FLENTS PRODUCTS CO,., Inc. 


103 Park Avenue . 


. New York 17, N. Y. 
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When to remove a lamp 


It should be noted that the fluo- 
rescent lamp blinks on and off 
when it reaches the normal end 
of life. This blinking is caused by 
the high voltage that develops in 
the lamp when the emission ma- 
terial is worn away from both of 
its electrodes. This high voltage 
causes the glow switch, normally 
used, to switch the lamp alternate- 
ly on and off. Blinking should not 
be permitted to continue for more 
than an hour or so or the starters 
will be destroyed and perhaps the 
ballast will be overheated and dam- 
aged. This means that all of the 
above requirements, ready access 
to the fixture, proper fixture de- 
sign for quick relamping and main- 
tenance planning are especially 
important; otherwise, the switch 





War plants, hospitals and military 
bases ashore can now obtain Cordley 
BATTLE-PROVEN Electric Water Cool- 
ers. Since 1942, Cordley production 
has concentrated on furnishing ship- 
board electric water coolers to the 
U. S. Navy (Contract NXs 9982) and 
the Maritime Commission. Remember 
the name and write 


CORDLEY & HAYES 


434 Fourth Ave. New York 16 
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damage and possible ballast dam- 
age will represent extra operating 
cost of the lighting system. 

Special cutout devices are now 
available to prevent the blinking 
from continuing beyond the dan- 
ger point. The 85-watt, type RF, 
lamp now requires no_ starter. 
Therefore, in certain instances 
this becomes an advantage from 
the maintenance standpoint of 
sufficient importance to be con- 
sidered in planning the lighting 
installation. 


Choice of size and 
type of lamp 

Naturally, the fewer the lamps 
used and the longer the lamp life, 
the less will be the lamp replace- 
ment problem. This would lead to 
the use of larger sizes of fluores- 


Manufacturers of Water Coolers Since 1889 


zxkeewk we Kwek Kk 





49 



































cent lamps to reduce relamping 
cost. The 85-watt lamp has a 3000- 
hour life and requires no starter 
so it is especially well suited for 
installations where relamping is 
difficult, The 100-watt lamp with 
its high output reduces the total 
number of units required for a 
given lighting job and is also well 
suited to large installations where 
lamp maintenance will represent a 
serious problem. 


Group replacement 


Fluorescent lamps have, on oc- 
casion, been installed in fixtures 
with which relamping is extremely 
difficult and expensive. Some of 
the early fixtures, for example, re- 
quired special tools and had to be 
partially dismantled in order to re- 
move burned-out lamps and install 
the new ones. Also, some fixtures 
are located where access is difficult 
and where it is extremely costly 
to relamp and maintain the fixture. 
In such cases, group replacement, 
familiar to most lighting engineers 
in connection with incandescent 
lamps, should be used. 

In practice, the simplest method 
is to replace all the lamps in the 
fixture or group of fixtures each 
time access is obtained. Those 
lamps which are not burned out 
may be used, if necessary, in other 
more accessible fixtures. 

Group replacement may also be 
found to reduce the overall light- 
ing cost if applied to an entire 
lighting system where access to 
the fixture is an appreciable cost 
item or where it is vital that a 
minimum number of lamps be in- 
operative at any one time. Operat- 
ing under such a plan, a mainte- 
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nance engineer would anticipate 
the approximate time of maximum 
replacement. For good results, the 
lamps should be replaced shortly 
before the period of peak mortality 
or peak replacement. In this case, 
the lamps that are removed before 
failure, can be used elsewhere or 
destroyed, depending upon condi- 
tions. 


———__—_—_. 


Cleaning and Sterilizing Per- 
sonal Protective Equipment 
(Continued from page 21) 


Many plants stamp “This equip- 
ment has been cleaned and steril- 
ized for your protection” on the 
wrapping. This is good psychology 
and usually results in greater wil- 
lingness of the worker to use the 
equipment when necessary. 





—-BUY-— 
x WAR x 
BONDS 


INVASION 


calls for millions of tons of waste 
paper this year! Paper for ammu- 
nition cases, plane parts, blood 
plasma containers. Save waste 
paper ... turn in a bundle every 
week! 


U.S. Victory Waste Paper Campaign 
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pray | i / : Powdered | 


we! ae? | a aND SOAP 


WITHIN 15 oa 


PROTECTIVE CREAM 
THAT 


| SATISFY: | 


——— 














6- satisfies the Medical Department be- 
cause it Is mild and not harmful to 
the most sensitive skin. 


The element of time is of first importance in 
the successful treatment of burns. If a burn is 





treated within 15 minutes after it occurs, the G S$ satisfies the men and wemen workers 
probability of blister formation is reduced to a » because it does a thorough jeb of 
minimum. But if time is wasted before proper cleaning the grimlest hands, leaving the skin 
treatment is started, serious complications and smooth and soft. 

infection may follow. 6-5 satisfies the Purchasing Department 
When using Gebauer’s TANNIC SPRAY in the because the cost Is reasonable. 
treatment of burns, the factors involving time- DERMA- COTE satisfies because it ls a grease- 
loss are eliminated. This preparation is a stable Writ ay cream — =, pan I <a ne 
solution of tannic acid ready for immediate use. ty Pers COTE will ald tn y cteminating come 
Packaged in a sturdy amber bottle having an pa claims. 


automatic dispensing cap, which permits the 
projection of the solution in the form of a fine 


jet stream. Upon application the solvent evapo- 
rates rapidly, covering the burn with an evenly F 
applied, dry and flexible film of tannic acid. 


Write for sample on company letterhead 


Gebauer’s TANNIC SPRAY is a practical first PRODUCTS COMPANY 
first-aid treatment for first, second, and small Sines 1919—Specializing In Industrial 
area third degree burns. Write for literature. Hand Cleaners 

West New York, New Jersey 
THE GEBAUER CHEMICAL CO. Chicago Minneapolls Detrott 








9410 St. Catherine Ave. + Cleveland 4, Ohio 


SAFE FLOORS ARE BASIC 


Kent Electric Scrubbing plus 
Kent Electric Mopping 
insures fast 




















thorough, SAFE floor maintenance. 











New Idea, electric mopping, but 





r good. Better inquire. 


THE KENT COMPANY, INC. 217 Canal St. Rome, N.Y. 
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Clothing Standards 
(Continued from page 19) 


attached. These are described in 
full detail. 


Leather leggings 


The standard on leather leggings 
(knee length) includes both wrap- 
around and spring type leggings, 
which differ only in method of 
fastening. Both, however, are fast- 
ened in such a way as to be easily 
and quickly removed if necessary. 
These are intended to cover all 
portions of the leg from the knee 
to the top of the foot. 

These standards are printed in 
one pamphlet and may be obtained 
for 30 cents a copy from the 
American Standards Association, 
29 West 39th St., New York 18, 
New York. 

——@——_ 


Storage of Compressed 
Gas Cylinders 


The safest method of storing 
compressed gas cylinders within 
manufacturing departments when 





THEY'RE NEW! 


DREDNAUT 
Synthetic Latex 
Gloves — for 
Protection from 
Oils, Acids, Alkalis 
Immediate Delivery 
Heavy-Medium-Light 


Weights for men 
and women. 





Write for circular 
and prices. 


SEND FOR COMPLETE CATALOG 


SAFETY EQUIPMENT SERVICE CO. 


CLEVELAND 1 


ROSE BLOG OHIO 

















empty or fully charged is to pro- 
vide a rack and store the cylinders 
in a vertical position. 

Of the variety of racks now in 
general use within the East Pitts- 
burgh Plant of Westinghouse 
Electric and Mfg. Company, it is 
necessary to use a chain or gate in 
order to hold the cylinders securely 
in the racks. 


a new rack (illus- 
trated) was designed and the 
safety factor is the retaining fea- 
ture provided each compartment. 
This consists of cranks that se- 
curely retain the cylinders in the 
racks and that are counterweighted 
by the angles of the cranks. The 
design of the cranks causes them 


Recently, 


| to close the compartments pro- 


vided for the cylinders when they 
are released after the cylinders 
have been placed in the compart- 
ments of the racks. 
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SAFETY 


(Reg. Trade Mark) 
Wedge-Grip 


a %. 





LETTERS AND FIGURES 


© Will not spall, will not mush- 
room 


Deeper impression with less ex- 
ertion 


25% to 50% more service 


® Any size character from 1/16" 
to i" 


WRITE FOR LITERATURE 

















Tarbonis 
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SAFE Way To 
CLEAN FLOORS 


Because of its vigorous detergent ac- 
tion and emulsifying properties, you 
will find Oakite Penetrant a FAST- 
WORKING, FREE-RINSING material 
that makes quick work of cleaning | 
floors. It leaves floors in clean, NON- | 
SLIPPERY, FILM-FREE condition, 

thereby helping prevent accidents. 


In addition, by removing ALL oil and 
grease accumulations, Oakite Pene- 
trant also reduces fire hazards from this 
source. By assuring cleanliness that im- 
proves plant sanitation, it betters work- 
ing conditions, directly aids plant mor- 
ale, and helps keep production moving 
on schedule. Write for FREE Digest 
TODAY. 





OAKITE PRODUCTS, INC. \ 
14G Thames Street, New York 6, N.Y. 


Technical Service Representatives Located in 
All Principal Cities of the United States 
and Canada 


OAKITE (qj) CLEANING 





INSTITUTE OUR 
PLANNED PROCEDURE 


A Treatment and Control for 
Industrial Skin Irritations 


Cut out this ad and attach to your letter- 
head. 1: will bring you a good sized jar 
of TARGONIS without charge, s com- 
plete dispensing Manual and an attrac- 
tive booklet we can furnish your em- 
ployees on sanitation and precaution. 
Why experiment further? . . . TARBONIS 
is the solution, tested and proven in In- 
dustry . . . succeeds where many other 
methods fail . . . against a long list 
of irritants encountered. 


THE TARBONIS COMPANY 
1220 Huron Road, Cleveland 15, Ohio 
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Foundry and Forge Shop 
Committee Reports on 
Wage and Health 
Conditions 


An improvement in safety and 
health conditions, as well as in- 
creases in unskilled wage brackets, 
will be necessary before the foun- 
dry and forge industry can turn 
out adequate quantities of critical 
parts for war equipment, accord- 
ing to a report from the special 
foundry and forge shop labor ad- 
visory committee of the WPB 
Office of Labor Production. 

The advisory committee consists 
of 14 representatives of AFL and 
CIO unions in the critical foundry 
and forge shop industry, which is 
turning out essential parts for such 
vital equipment as landing craft 


and military trucks. 

The advisory committee recently 
discussed with representatives of 
the Bureau of Labor Standards 
the U. S. Public Health Service 
and WPB production specialist: 
the adverse health and safety con 
ditions which prevail in foundries 
and forge shops. The committee 
has decided to request the Bureau 
of Labor Standards to intensify in- 
spection procedures throughout the 
country in order to obtain more 
thoroughgoing compliance with 
the requirements of the Walsh- 
Healy Act and the various state 
safety codes for foundries and 
forge shops. The Walsh-Healy Act 
requires that all concerns under- 
taking government work must pro- 
vide safe working conditions for 
their employees. 

































How to keep skin trouble 
out of your plant 


1, PREVENTION—Use NEO-FILM 
NEO-FILM, a liquid applied before 
work, dries as a barrier to most indus- 
trial irritants. Trial Bottle §2.00. 


2. AID FOR DRY SKIN—Use JONES’ 
SKIN-KREME 

Dry (“de-fatted”’) skin from solutions, 
washing, etc., often results in “derma- 
titis.” SKIN-KREME is a lanolin- 
petrolatum cream used before and after 
work to restore oiliness to skin. Trial 
Jar $1.50. 


3. HEALING TREATMENT—Use ZO- 
MINE or ZOLAMIDE 
For external irritations— 
ZOMINE, a mild healing ointment; 
soothing. Trial Jar $1.50. 
For skin affections— 
ZOLAMIDE, containing Sulfathiazole 
and Sulfanilamide. Trial Jar $3.50. 


* JONES MEDICAL LABORATORIES, INC. 
CAXTON BUILDING CLEVELAND 15, OHIO 


“Ten Years Experience with Industrial Dermatitis” 
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YE... SUSTRITE 


EVEN IN METHANE GAS AND AIR MIXTURES 


The Justrite All-Purpose Safety Lantern is approved 
by U. S. Bureau of Mines for safe use in Methane 
Gas and Air Mixtures. Besides being downright safe 
even in hazardous spots, the Justrite Lantern provides 
plenty of instantaneous light when and where needed. 
Choose Justrite . . . and you choose the light that’s 
just right for your needs. Also approved by Under- 








JUSTRIT 


writers’ Laboratories, Inc. 
Write for complete details 


MANUFACTURING COMPANY 
2063 N. Southport Ave., Dept. C-3, Chicago, Ill. 














Carbon Tetrachloride Poison- 
ing in Parachute Factory 


The cause of illness among 135 
employees in a Kentucky plant 
manufacturing parachutes was 
traced to carbon tetrachloride used 
for cleaning soiled spots on the 
chutes, on investigation by the 
Kentucky State Division of Indus- 
trial Hygiene. The outbreak of ill- 
ness occurred during a period of 
10 days, and was manifested by 
abdominal cramping, nausea and 
vomiting. 

Some individuals complained of 
“bloating and difficulty in breath- 
ing.” Many employees were acutely 
ill and unable to continue work. 
The illness lasted from 2 to 5 days 
in the average case although a 
number of workers continued to 
feel bad after resuming work. 


ApriL, 1944 


The possibilities of food poison- 
ing were ruled out by questioning 
of ill employees about food con- 
sumed in the 48 hours preceding 
onset of illness. The absence of 
fever and diarrhea indicated that 
the disease was not an intestinal 
disorder of bacillary origin. 


Employees got headaches 


On further study, the nursing 
records revealed that a great many 
employees complained of frequent 
or even constant headaches, and 
complaints of gastric distress had 
been especially numerous for sev- 
eral weeks. 

The fact that the incidence of 
the disease was restricted to work- 
ers on the first shift, and to those 
whose work placed them in the 
same environment, pointed to some 
factor such as a toxic chemical, 
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A check of the records revealed 
that out of 137 sick employees, 135 
had been engaged in sewing and 
cleaning the nylon used in manu- 
facture. 

It was found that more cleaning 
of the chutes had been done in 
recent weeks and that at times 
“pure carbon tetrachloride” had 
been used in place of the usual sol- 
vent. The solvent was used freely 
from open containers, and an esti- 
mated 4 gallons of this solvent 
were used daily. 


Little ventilation 


With the beginning of the cold 
weather season 5 or 6 weeks ago, 
ventilation was provided only by 
opening windows along the sky- 
light, side windows being closed. 
Since the fumes of carbon tetra- 
chloride gas have a density 5.3 
times that of air, they could only 
be removed by vents at floor level. 
It was significant that the first 
noted symptoms began only a few 
weeks ago coincidental with the 
beginning of heating, and conse- 
quent reduction of ventilation in 





DREDNAUT 
NO-FOG 


For Perfect 
Visability 


Drednaut NO-FOG prep- 
aration prevents the an- 
: noying fogging, steaming 
and frosting of all types of glass surfaces: 
insures perfect visibility and safety to wear- 
ers of goggles, spectacles, helmets and face 
shields. Prevents fogging of windshields of 
autos, trucks, buses, street cars and locomotives. 
Price |-oz. Jars $4.20 doz, i-lb Jars $4.60 ea. 
Trial Jar 35¢ plus postage 





SEND FOR COMPLETE CATALOG 


SAFETY EQUIPMENT SERVICE CO. 


OHIO 


ROSE BLOG CLEVELAND 








an effort to conserve fuel. 

The recommendation made for 
substitution of some other solvent 
was quickly adopted. The use of 
carbon tetrachloride was immedi- 
ately ordered discontinued, and 
cleaning of parachutes is now be- 
ing done with mild soap and water. 


——_——<>_—_ 


What Workers Need 


In response to the question 
“How important is health in the 
industrial relations program,” 
Theodore K, Quinn, Director Gen- 
eral of the War Production Drive, 
answered: 

“One condition, above all others, 
must measure the qualifications of 
a worker and his suitability in any 
job—and that is health. 

“No matter how good his dispo- 
sition or will to work, his ability 
or experience, the very sick man 
or woman can make no valuable 
contribution and the partially sick 
can only be proportionately useful. 

“This is, of course, true in nor- 
mal as well as war times.. In fact, 
for all practical purposes we may 
judge everyone on four counts: 


(1) Health 
(2) Disposition 
(3) Ability 
(4) Experience 


“One who has health and no 
other qualification, while he leaves 
much to be desired, is not a total 
loss. With disposition and ability 
or experience added he is accord- 
ingly more qualified. But without 
health—all else is in vain. Guard 
yours as a treasure worth more 
than all worldly goods.” 
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Here's the Goggle 
Most Popular Among 
Industrial Workers! 


First, because it is the safest goggle and 
gives longer wear—with minimum care— 
under the severest conditions. But mainly, 
because it is formed to fit the face and 
so comfortable to wear. Other reasons why 
workers insist upon this No. 421 goggle 
are the patented ventilation feature— 
that it weighs less than 3 oz. complete 
with lens—that it is moulded entirely of 
durable plastic—and has a covered ball 
chain bridge adjustable to 1/1000 inch. 


« Write for new CATALOG 


MANUFACTURING CO. 


648-4 N. Aberdeen St. Chicago 22, Ill. 








No. 6 of a series of case studies 
of dust and fume conditions in 
the process industries. 


THE PROBLEM 
Removing hydrochloric and 
hydrofluoric acid yapors from 
reaction vessels in a metallurgical 
plant 


THE SOLUTION 


Four Schneible Multi- Wash Col- 
lectors were installed. The fumes 
which are damaging to workers, 
equipment, building and neigh- 
borhood are promptly carried 
away and neutralized 





| 





YOU CAN'T SHORT CUT 


D-E-R-M-A-T-I-T-I-S 
CONTROL 


Adding just any disinfectant to your cutting 
oils won’t remedy dermatitis conditions in 
your shop. Only a complete, proven program 
will protect your workers. 


Your Dolge Service Man is the person who 
can help—and you will get good results. Ask 
him to send samples of cutting oil from your 
machines to the Dolge laboratories for free 
examination. A detailed, confidential report 
will be sent you promptly. 


Then, a complete cutting oil sanitation service 
built to meet conditions in your shop will 
be recommended, It may include: 


Handeez—prophylactic cleaner which works 
thoroughly, yet gently and does not pro- 
vide portals of entry for harmful bacteria. 


Prevento—protective cream to prevent skin 
contact with chemical] irritants in the oils. 


Dolcogards—oil-resistant sleeves and aprons. 
Steridol—correct cutting oil disinfectant. 


Call in your Dolge Service Man or write di- 
rect for details and booklet S-4. Also available: 
“Cutting Oil Dermatitis, Cause and Preven 


EB 
A’ Co. 


a ett | 
WESTPORT pvotce CONN 


c's DOLGE 











Many of the Schneible dust and fume 
control equipment in- 
stallations recently 
made in process plants 
are for the removal of 
acid vapors. Practical- 
ly all conditions can 
be controlled with 
Schneible standard 
units, which require 
minimum attendance 
and maintenance. 


Write for detailed 
catalog. 


Claude B.Schneible Co. 
2827 Twenty-Fifth St. 
Detroit 16, Mich. 
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STERLING 
SALT TABLETS 


CAN STEP-UP YOUR 
MAN-HOURS! 


WILL the addition of women war 
workers to your plant employees 
cause a sharp increase in man- 
hours lost due to heat sickness this 
summer? 

Anticipate this problem .. . lick 
it now! Install Sterling Salt Tablet 
dispensers at drinking fountains, 
throughout your plant. Eliminate 
the industrial hazard of heat sick- 
ness by striking at its cause. 

Heat cramps are caused by the 
loss of salt in the human system due 
to excess perspiration. But when 
workers replace that salt loss with 
Sterling Salt Tablets . . . the hazard 
is simply eliminated! 

STERLING SALT TABLETS of purest, 
compressed granulated salt. 
Quantity Size Price 
case 6/1500's. . 10-grain . . $2.60 
case 24/500’'s. . 10-grain . . 3.50 
EXTRA ENERGY SALT 
AND DEXTROSE TABLETS 
case 6/1500’s. . 9-grain . . $3.05 
* 
STERLING TABLET DISPENSERS— 
durable plastic housing; one-at-a-time 
supply feature. 
500-Tablet size. . ..... $3.25 
1000-Tablet size. . ..... 4.00 
All prices include delivery. 


STERLING SALT TABLETS 


INTERNATIONAL SALT COMPANY, INC. 


Scranton, Pa. 
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Industrial Housekeeping 
Helps Production 


Good industrial housekeeping 
promotes a program of cleanliness 
throughout the organization. The 
three most important benefits to a 
company and its workers from this 
plan are: 1. Elimination of many 
accidents and fire hazards. 2. The 
conservation of space, time, ma- 
terial and effort. 3. The improve- 
ment in the worker’s morale. 

The accumulation of bottles, old 
parts, boxes, trucks and other un- 
necessary materials in a depart- 
ment hurt production as they form 
bottlenecks that probably would 
never exist if the department were 
clean and orderly. 

Workers, too, like clean depart- 


“ments to work in and are happier 


if this condition exists. The 
worker who keeps his bench in 
neat order can generally be re- 
garded as a good workman, be- 
cause facts have proved it in most 
cases. 

The foreman who is a stickler 
for an orderly and clean depart- 
ment is bound to come up with 
good production because he has 
clear sailing at all times, coupled 
with plenty of space to work in. 


Clean up regularly 


A combination of small things 
that are allowed to accumulate and 
grow are what earn a department 
the title of “pig pen.” If only the 
little things were eliminated, you 
would find that a department 
would clean up immediately. 

Paper, that snuff can, that photo 
of a pretty girl on the wall, that 
announcement of a dance held in 
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February, 1910, that empty soap 
can, those petrified old shoes and 
overalls that stand up without any- 
body in them, those are the things 
that make a department sloppy. 

If every employee would hold a 
private clean-up campaign, he 
would go a long way towards hav- 
ing a clean house. 

The Safety Program cannot 
function very well if a plant is 
loaded with unnecessary hazards. 
You would be very surprised if 
you knew how many workers go 
to the first-aid room with cuts 
caused by glass while picking up 
a broken bottle. (A bottle that 
should have been out of the de- 
partment long ago.) 

Today, with production the most 
important need in America, fore- 
men and workers should realize 
that good plant housekeeping goes 
side by side with production. 


a 


Poor Housekeeping Causes 


Shipyard Falls 


More than a fourth of all the 
reported falls in shipyards were 
directly associated with poor 
housekeeping. The problem of the 
safe placement of electric cables, 
air lines, and welding lines, which 
must frequently extend through or 
across working surfaces and pas- 
sageways, is admittedly difficult in 
shipbuilding. The fact remains, 
however, that if this had been ac- 


complished, it would have avoided | 


177 of the disabling falls reported 
during the four-month period. 
Less excusable, because _ the 
remedies should be comparatively 
easily applied, were the 169 cases 
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" MECHANIZE 


WITH 


HOFFMAN 


TO FIGHT 


DUST HAZARDS 
INCREASES WAR PRODUCTION 


There are many points along war plant 
production lines where chips and dust, 
etc., impede production. A vacuum con- 
veying unit will end these difficulties 
and at the same time make easy sal- 
vage of scrap materials possible. 


CUTS REJECTS OF VITALWAR PARTS 


Even small particles of dust in machin- 
ing and assembly operations can cause 
damage and rejects to many types of 
war materials. Hoffman is the solution 
to these problems. 


ENDS EXPLOSION & HEALTH RISKS 


Dust is often a health hazard. Frequently 
it presents a serious explosion and fire 
hazard. Urgent war production needs 
make it vital to control these hazards. 


Hoffman builds all types 
of vacuum dust removal 
systems, including per- 
manently -piped station- 
ary installations and 
portable cleaning units. 


U.S. HOFFMAN 
MACHINERY CORPORATION 


Alr Appliance Division 


98 EAST 12™ ST., NEW YORK, NW. Y. 
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Twice the 
Protection 


and lighter, too 


THE DAVIS 
HEDGARD 


Suspension type cradle that cushions every 
blow and spreads it evenly over the head. 
Light in weight 
Shatterproof 
Sanitary 
Washable headband 
Cooler—a large air space 
between sweat band and 
crown—actually air con- 

ditions Hedgard. 
Headband—One hat fits 
every head, reducing 


your inventory of spe- 
cial sizes. 


PROMPT DELIVERY 








Address all inquiries to 
DAVIS EMERGENCY 





EQUIPMENT CO. 
46 Helleck St., Newark, N. J. 


| 





in which workers tripped over ma- 
terials, tools, and scrap which had 
been allowed to accumulate on 
working surfaces. 

In one reported instance, a 
porter suffered a broken leg when 
he fell over material placed at the 
bottom of the steps which he was 
cleaning. Another example of this 
type of fall was that in which a 
loose plank lying in a_ poorly 
lighted shaft alley tripped a pipe 
fitter, who was walking through 
the passageway, and deprived the 
war effort of a skilled mechanic 
for several days. 


Slippery conditions 


Slippery conditions resulting 
from rain, water, fresh paint, and 
spilled oil or grease, accounted for 
a proportion of the falls (5.4 per 
cent). In many instances, these 
unsafe conditions developed grad- 
ually and were apparently unno- 
ticed by the safety inspectors until 
an injury resulted. 

A case in point was that involv- 
ing an operating engineer who 
slipped on the deck of his crane, 
which was subsequently found to 
be covered with an imperceptible 
film of oil. This discovery led to 
a general clean-up in that particu- 
lar yard. A somewhat similar case 
occurred in another yard where a 
worker slipped on a ramp. Investi- 
gation there indicated that grease 
and oil, carried on the shoes of 
many workers, had made the so- 
called “safety” cleats so slippery 
as to constitute a positive slipping 
hazard. 
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NEW PRODUCTS —-NEW IDEAS 
WRITE EDITOR FOR FURTHER DETAILS 








HANDLING BARRELS AND 
DRUMS—The NEVER-SLIP 
SAFETY CLAMP COMPANY is 
introducing new lifters designed to 
handle barrels and drums, horizon- 
tally and vertically. 

The vertical lifter #B-1, is low- 
ered onto the barrel and the encir- 
cling chain placed in a grab hook. A 
feature of this new lifter is the auto- 
matic opening. The lower cross bar 
upon contact with the top of the 


r 





drum, opens the arms and makes ap- 
plication and removal a matter of 
seconds. Adjustment for various 
diameters of containers is automatic. 

The horizontal lifter #B-2, is ef- 
fective and simple in operation and 
easy to use. 

The standard capacities of these 
lifters is 1200 pounds, but special 
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sizes are available upon submission 
of your specifications. Inquiries 
should be forwarded to the manu- 
facturer, NEVER-SLIP SAFETY 
CLAMP COMPANY, Mamaroneck, 
New York, mentioning this magazine. 


NEW USES—Although primarily in- 
tended as an oil- and grease-absorbent 
for slippery floors, a product known as 
SPEEDI-DRI, developed by Refiners 
Lubricating Co. of New York and 
Waverly Petroleum Products Com- 
pany of Philadelphia, is claimed to 
be a handy all-round product for an 
industrial plant. 

More than fifty different uses have 
been discovered for this product. 





Among the most important of these 
are the reclaiming of oil-soaked belt- 
ing, ropes, shoes, clothing; the coating 
of floors in paint-spray departments; 
the removal of oil from tools in the 
heat-treating process; the tumbling of 


61 























GLOVES 


ALL TYPES 
e 


A complete line of 
hand protection for all 
industrial operations, In 
addition, finger guards, 





Armored sleeves and other pro- 

Asbostos tective apparel. 

pases May we quote on your 
eather i 

ee requirements. 

Synthetle * 


INDUSTRIAL PRODUCTS CO. 


Safety Equipment for all Industries 
2830 N. 4th St., Philadelphia 33, Pa. 





















Keeps feet cool, comfortable ond dry in 
_ vaventilated shoes; destroys foot odors. 
Prevents Athlete's Foot by disinfecting 
shoes and feet at the same time. ZOMA 
retails ot 25¢ and is sold direct to plant 
Medical Depts. and Commissaries. Write 
for free sample and quantity discounts. 


WISCONSIN PHARMACAL CO. 
219 No. Water St Milwaukee 2, Wis 





























EYE PROTECTION 
with 

( GAS-TIGHT; FOG- 

PROOF GOGGLES 


The “‘Nod and Shake” 


aty 

without removing to wipe 
51.65 Postpaid lenses. Just “‘NOD and 
SHAKB” the head whenever fog appears. 
Made of soft rubber giving gas-tight fit on 
any face. Chemists, painters, paint manu- 
facturers, and all process industry manu- 
facturers have definite need for all these 
unusual eye protectors, Can be worn with 
any make respirator. Price, $19.80 dozen. 


GENERAL SCIENTIFIC EQUIPMENT Co. 
1346-8 W. Somerset St., Philadelphia 32, Pa. 


Complete Safety Equipment 














processed parts; and the removing ot 
oil film from metals that are to be 


painted. 


SPEEDI-DRI is also proving of 





value in deodorizing plants and in in- 
creasing light reflection. Because of 
its fire-retardant qualities, it is being 
widely used to replace sand in fire 


buckets. For 
write the Editor. 


further 





information, 


NEW HARD HAT—A completely re- 
designed Hard Boiled Hat, known as 
the “Airlined” model has been intro- 
duced by E. D. Bullard Co., San Fran- 
cisco, California. Weight has been re- 
duced to little more than 12 ounces, 





“Pop-Up” 


SALT TABLETS 


ENTERIC-COATED 


SALT TABLETS 


oo 


ATES SAFETY SERVICE CO 





These Enteric Coated 
tablets in the new EX- 
PENDABLE DISPENSER 
will help you cut 
down absenteeism in 
hot weather. Enteric 
coating prevents ‘salt 
sickness" and heat 
fatigue by preventing 
dissolution in the stom- 
ach and allowing a high 
concentration of salt 
to be absorbed in the 
system. You pay no 
premium for tablets 
when you purchase 
them in the New Ex- 
pendable Dispenser. 


# D—I500 complete 
with 1500—7!/. grain 
“PEP-UP" Tablets $1.50 


# D-2000 complete 
with 2000—5 = grain 
“PEP-UP" tablets $1.50 


UNITED STATES 


SAFETY SERVICE CO. 


3613 BROADWAY °- KANSAS CITY, MO. 
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while impact resistance is increased 
through a new crown molding develop- 
ment. 

Corrugations molded into the crown 
furnish the added strength, and at the 
same time give this hat an entirely new 
styling. 

This new hat includes a six-point 
hammock suspension, with adjustable 
size sweatband. It is necessary now 
to stock but one size to fit either men 
or women, thus simplifying ordering 
and issuing of protective hats. 


Write the Edi- ~ 


seat. These new safety suits are styled 
smartly in a wide selection of ma- 
terials and colors. They enable women 
war workers to work efficiently and 


they insure comfort in all positions. 


Descriptive literature, or FREE 
SAMPLES are available upon re- 
quest to the editor of this magazine. 


A NEW SKIN PROTECTOR has 
been placed on the market by Prack 
Laboratories, Inc., New York City. 
Called Practi-Kreme, it is applied to 





tor for complete 
details, 


WOMEN’S NEW 
SAFETY SUITS 
— New safety 
suits have been 
developed for 
women war work- 
ers by the Cahill 
Uniform Com- 
pany, 924 Penn- 
sylvania Avenue, 
Pittsburgh, Penn- 
sylvania. These 
two-piece styles 
(with all the ad- 
vantages of a one- 
piece garment) 
have such exclu- 
sive features as: 
loose action back 
blouses that ab- 
solutely will not 
pull out, and a 
woven Company 
trade mark on 
pocket. The yolk 
across the 
shoulder insures 
strength, and the 
blouse is attached 
to the slacks with 
concealed buttons. 

Other features 
include two deep 
slash pockets on 
slacks, and drop 


Not all synthetic 
gloves are 
oil resistant! 


STANZOIL 


PIONEER 
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( 
Hands in Danger 


are Safe in Stanzoils 


Safety is cheapest — keep your busy factory “hands” 
safely at work, avoid lost production, costly injury 
claims. Stanzoils, the popular neoprene glove resists 
damage by oils, acids, caustics, last 3 to 7 times 
longer than rubber. Prevent skin irritation — work- 
ers like them. Standard styles, black, white. Write 
for current delivery data. 


Synthetic Rubber Division 


THE PIONEER RUBBER COMPANY 
258 Tiffin Rd., Willard, Ohio, U.S.A. 


New York - Los Angeles 


“MADE WITH DU PONT NEOPRENE 





the skin before starting work, and be- 
ing water-soluble, it is instantly 
washed off the first time the worker’s 
skin comes in contact with water. 

This cream presumably does not 
dry, roughen or chap the skin, does 
not impair the worker’s sense of touch, 
and does not make the hands slippery. 
An interesting note is that this prod- 
uct serves as a cleaner as well as a 
protection. 

The manufacturer says that while 
they do not claim curative powers for 
Practi-Kreme, it is mildly antiseptic, 
so it does not irritate or retard healing 
of scratches or superficial cuts. 

For information, write the Editor. 


OIL AND GREASE ABSORBENT 
—called Oil-Spunj is announced by 
the Canfield Oil Company, Cleveland, 
Ohio. A mineral compound, it is 
claimed to have fireproof and high- 
absorption qualities for lubricating 
oils, greases and other oily substances. 

The manufacturer says this product 
not only eliminates slippery floors, but 
also does away with the danger of oil 
and grease collections as a fire hazard. 
It is used dry, spreads easily, and can 
be used until fully saturated. 

Another feature they consider of 
importance is the effective us of Oil- 
Spunj for extinguishing fires and in- 


cendiary bombs. Write the Editor for 
more information. 


NEW ALL-PLASTIC GOGGLE— 
Just announced by Willson Products, 
Inc., of Reading, Pennsylvania, is the 
new Willson MonoGoggle designed to 
provide high impact strength, unob- 
structed vision and comfort. 





Weighing 1% ounces this new gog- 
gle has a replaceable, nonshatterable 
crysal-clear plastic lens and can be 
worn over any prescription glasses, 
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Accidents are costly at any time. Now they are 
doubly so when uninterrupted production is vital 
to Victory. 

Hundreds of different Stonehouse stock-worded 
signs for prompt shipment @ Special-wordings also 
furnished, 

As steel is "‘out,"’ all Stonehouse signs are now 
produced on our "'Sign-ite’’ non-metal material 

. it's excellent! 

Send for Stonehouse Complete Catalog No. 7. It's 
f 


STONEHOUSE SIGNS, INC. 


838 LARIMER STREET * DENVER, COLORADO 
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—_ we i bee first consideration when buying Safety Equipment is . . . SAFETY! 
LTS LADDERS & SHOES Is it correctly made? Is it reliable? Will it protect the worker? 
LANKETS LEGGINGS 

ULLETIN BOARDS MACHINE GUARDS Remember this fact: ANY safety equipment you buy from Pulmosan is 
RBOY HANDLING MASKS (ALL TYPES) . . c 
ACE REYE SHIELDS SKIN CREAMS thoroughly proven and dependable for its purpose. All materials of con 
IRST AID PROTECTIVE struction—all finished products—are submitted to careful laboratory and 










‘O0T & TOE GUARDS CLOTHING : : : . 
-the- t lish fet : t k 
MASKS SAFETY CANS on-the-job tests to meet established safety standards sil - is backed 
SAFETY SIGNS by more than a quarter-century of experience as “specialists in safety”. 
SALT TABLETS 
ARD HATS STRETCHERS Whether you need stock safety items, a special safeguard, or advice on 
pas Waleens, Enc. any safety problem . . . call on Pulmosan for prompt, reliable service. 


PULM SAN Send for our complete catalog. 
STOPS 


* 


PULMOSAN SAFETY EQUIPMENT 
CORPORATION EVERYTHING FOR INDUSTRIAL SAFETY 


Member: Industrial Safety Equipment Ass'n. 


176 JOHNSON ST. BROOKLYN 1, N.Y. 

















58,500 TOE injuries were sustained in Industry in 1943 


Industry’s Second Front will use 5,727,300 pairs of Safety Shoes in 1944 
YOUR employees, men and women, can help prevent injury, save preciou 
warpower hours and reduce time-loss expense by wearing SAFETY FIRST 
SHOES ... the pioneer safety shces with the sturdy, built-in Safety Stee 
Box-Toe . . . made for comfort and long life—as well as protection—by 
skilled New England craftsmen. 


SAFETY FIRST SHOE COMPANY 


HOLLISTON, MASSACHUSETTS - 
Fe 
FOREMAN OR DRESS yg 


Model 9514—Black Calfskin Dress Lace-Ox- Aa 
ford, Single Leather Sole, Rubber Heel, Sizes “sh 
5-11 and 12, Widths C, D, E. 


Other Industry-Adapted Shoes and Oxfords, 
including Molders, in stock. Women’s Blucher 
Oxford in Army Russet avall- 
able in Safety Steel Box-Toe 
Model; Sizes 4'2-10, Width 
E; Sizes 4-10, Widths C, D. 
ALL SAFETY FIRST 
SHOES are manufactured In 
accordance with A.S.A. Stand- 
ards approved and adopted by 
the U. S. Government. 
Write for tatest In-Stock 
Catalog and Price List. 


[_t00k our FOR PROTECTION 


Makers of Industrial Shoes for a Half Century 





s in 1944 


e preciou 





